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Presented  to 


With  the  Compliments  of 

M' Dow  all,  Steven.  & Co. 


Ssotor  HI. 

I\4IN  W/EEHR.pLUMBING  JvSflNFMRY  CASTINGS. 
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2 1S-T  Sditior 

Hondon  Address, 

35s«36  I >pper  Thames -S1  e.c. 


GlASGOWJIdDRESS, 
ttORTH^&ODSIDE  1\9AD. 


>-7 ^ 

CONTRACTORS  TO  HER  MAJESTY’S  WAR,  PRISONS,  AND  INDIAN  DEPARTMENTS. 


ENTERED  AT  STATIONERS  H A LL 


IN  ADDITION  TO  THE  CASTINGS  SHOWN  IN  THIS  SECTION, 


WE  ARE 

MANUFACTURERS  OF 

Open  & close  fire  kitchen  ranges,  & portable  ranges. 

REGISTER  STOVES,  & REGISTER  SHAMS , plain,  ornamental,  and  with  tiles. 
MANTEL  REGISTERS  & MANTEL  SHAMS,  plain  and  ornamental. 

ClIIMNEY  PIECES,  plain  and  ornamental. 

GALTON  VENTILATING  STOyE,  for  Barracks. 

Open  FIRE  HOT  AIR  STOVES,  for  Halls,  Hospitals , &c. 

SLOW  COMBUSTION  STOVES,  for  Offices,  &c. 

GILL  STOVES,  for  Churches,  Halls,  &c. 

LAUNDRY,  YACHT,  CABIN,  SHOP  & TAILORS'  STOVES. 

DOG  STOVES,  for  Dining  Rooms,  < jfc. 

Hot  WATER  PIPES  & CONNEXIONS  in  great  variety. 

HOT  WATER  PIPES  & CONNEXIONS,  for  India-Rubber  Joints. 

HOT  WATER  COILS  & COIL  CASES. 

HOT  WATER  VALVES,  various  kinds. 

Stable  and  cow  house  fittings. 

CATTLE,  HORSE,  DOG,  AND  PIG  TROUGHS. 

SHOP  FRONTS,  CONSERVATORIES,  VERANDAHS,  BAND-STANDS. 

Straight  and  spiral  stairs. 

ENTRANCE  GATES,  Single  and  Double. 

RA I L I N G,  in  great  variety. 

WEATHER  VANES  AND  TERMINALS,  for  Gable,  Tower,  or  Turret. 

Desk,  table,  AND  SEAT  STANDS,/*-  Schools,  &c. 

GARDEN  CHAIRS  AND  TABLES. 

LAMP  PILLARS,  for  Streets. 

LAMP  BRACKETS. 

LAMP  PILLARS,  with  Drinking  Fountains  for  Squares. 

COLUMNS,  plain  and  ornamental. 

TRUSSES,  BRACKETS,  PILASTERS. 

PANELS  AND  GRATINGS. 

TOMB  RAILING,  WINDOW  GUARDS,  AND  BALCONIES. 

Bakers’  oven  metal. 

See  SPECIMEN  PLATES  following  page  726. 
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RAIN  WATER,  PLUMBING,  AND  SANITARY  CASTINGS. 

SECTION  III. 


IN  OUR  CATALOGUE. 

FIRST  AWARD 


MELBOURNE  INTERNATIONAL  EXHIBITION,  1880. 


SILVER  MEDAL  (Fibst  Award)  FOR  KITCHEN  RANGES  at  the  Melbourne  Exhibition.  1880. 
CERTIFICATE  OF  MERIT  FOR  GENERAL  EXCELLENCE 


" I at  the  International  Sanitary 


CERTIFICATE  OF  MERIT  SPECIALLY  FOR  ENAMELLED  BATHS,  with  Fittings  and  Soap  Tray  msroE  ' ExHm,T,0N-  SouTH  Kensington,  1881. 
SILVER  MEDAL  (Highest  Award)  FOR  KITCHENERS,  STOVES,  BATHS,  & CONSTRUCTIONAL  IRON  WORK  at  the  Eastbourne  Exhibition,  1881. 
SILVER  MEDAL  (Highest  Award)  FOB  STOVES,  RANGES,  BATHS,  AND  ORNAMENTAL  CASTINGS  at  Peterborough  Exhibition.  1882. 

AWARD  FOR  KITCHENERS  WITH  REGISTERED  SELF-ACTING  CONE  VENTILATORS,  from  the  International  Fisheries  Exhibition.  London.  1883. 


HIGHEST  AWARD 


HIGHEST  AWARD 


EASTBOURNE 

EXHIBITION  OF  SANITARY  APPLIANCES 
AND  FINE  ART, 

1881. 


PETERBOROUGH 
INDUSTRIAL  AND  FINE  ART 
EXHIBITION, 

1882. 


MILTON  IRON  WORKS,_GLAS(,OW 


THE  NUMBERS  AND  DESCRIPTION 


HAVING  BEEN  RE-ARRANGED,  ALL  FORMER 

Illustrated  Catalogues  & Price  Lists 

OF 

CASTINGS  CONTAINED  IN  THIS  SECTION 

ARE  WITHDRAWN 


A large  addition  of  new  Sections  has  been  made  to  the  Gutters. 

The  Pipes  and  Connexions  will  be  found  of  a very  varied  description,  suitable 
almost  for  any  position. 

Our  Baths  commend  themselves,  and  are  highly  recommended — while  the  Basins, 
Troughs,  Closets,  Urinals,  and  other  Sanitary  Appliances  are  of  the  most  approved 
description. 


To  save  tune  and  error  in  giving  orders , please  give  NUMBER , NAME,  AND 
Size,  as  on  the  drawings. 


SECTION  III 

CONTENTS. 


A 

AIR  GRATES 

ANTEFIXAE  ORNAMENTS,  for  Gutters.  . 

AREA  GRATING 

ASH  BINS 

ASH  PIT  DOOR, 

B 

BASIN  RANGES,  Wash-Band,  . 

BATHS  AND  FITTINGS 

BOG  HOLE  DOOR, 

B.  HLKB8 

BOXES  OR  BUSHES,  Cart, 

BRACKETS,  for  Gutter 


PACK 

649 

459 

664 

726 

664 


691,  689 
671,  677 
664 
648,  649 
663 
464 


C 

CART  BDSHES 663 

CHANNEL  GRATINGS 659 

CHIMNEY  TOPS 664 

CISTERNS,  Flanged, 653 

CISTERNS.  Hot  1 Voter  and  8upply, 650 

CISTERNS,  Waste  Prevent, 658 

CLOCK  WEIGHTS 663 

CLOSETS,  Water  and  Ordure 703  725 

COPPER  DOORS 650 

COPPER  CRATES 649 

COVER  AND  FRAME,  far  Cleaning 659,  660 

COVERING  SHIELD,  for  Curb  ana  Hip-pUiUs,  . 638 

CRESTING,  for'  Gutters 460 

CURB-PLATES,  for  Roofs, 637,  638 

D 

DAMPERS  AND  FRAMES 650 

DECK  COMBING 396 

DRAIN  ORATE.  Dished .662 

DRINKING  FOUNTAINS 690,691 

DROP  GRATE,  for  Gutters 458 

DRY  CLOSET,  724 

DUMB-BELLS 663 


E 


EARS  AND  BANDS,  for  Rain  Water  Pipe,  . 428,  432 

EARTH  RAMMERS 660 

ENGINE  PUMP  FRAME  AND  FLY-WHEEL,  . 648 

F 

FIRE  PLUG  BOX,  for  Streets, 660 

FLASHING  PLATE,  for  Roofs 458 

FLUSHING  PLUG  BOX,  for  Street  Sewers.  . . 661,  662 

FORCE  PUMP  FRAMES 652 

FURNACE  BARS 649 

FURNACE  DOORS 650 

FURNACE  GRATES 649 

FURNACE  PANS  OR  BOILERS 648,  649 


G 

GARGOYEE  E •’  ADS,  for  Gutters,  . 

GULLY  IRXPs,  for  Street  Sewers, 

GUTTER  BRACKETS 

GUTTER  CONNEXIONS,  for  Moulded  Gutters, 

GUTTERS,  Curved 

GUTTERS,  Directions  for  Ordering.  . 
GUTTERS,  Half  Round  and  Connexions,  . 

GUTTERS,  Index  to 

GUTTERS,  Index  to  Approximate  ehajxs,  . 
GUTTERS,  0.  G.  and  Connexions, 

GUTTERS,  Sections  of,  .... 


H 


HEAPS,  for  Rain  Water  Pipes, 

. 404,  425 

HIP-BAT® 

688 

HIP-PLATES,  for  Roofs, 

638 

holdfasts,  for  r%p*», 

INGOT,  for  Uad  or  Solder,  . 

I 

K 

KILN  PLATES,  . 

G49 

KITCHEN  SINKS,  . 

L 

LEAD  BOILER,  . 

LEAD  MOULD  BLOCKS,  for  Plumbers. 

658 

LOWE’S  THAI’S,  . 

659 

Do.  do.  Beqqe  Improved, 

INDEPENDENT  SANITARY  SOIL 


657 

464 

458 

458 

442 

443 
4-40,  441 
438,  439 

457 
444.  624 


PAOK 

M 

MANHOLE  COVERS  AND  FRAMES,  for  Sewers.  . 656,  661,  662 


PIPES,  Directions  far  Ordering  Plinths  and  Offsets, 

PIPES,  Ornamental  Connexions,  . 

PIPES,  Ornamental  Rectangular,. 

PIPES,  Ornament’ll,  Round  and  D shaped, 

PIPES,  Rectangular,  D shaped  and  Connexions,  . 

PIPES,  Round  Rain  Water,  or  Steer  and  Connexions. 
PIPES,  do.  do.  da  Heavy 

PIPES*  Socket  and  Flanged  and  Connexions, 

PIPES,  Soil  and  Stove  and  Connexions, 

PLUMBERS’  POT,  .... 

PUMPS,  Gardn »,  Colonicd  and  Barge,  . 

PUMPS,  Lifting  and  Force  Pump  Frames, 


391 
403 
400 
398,  399 
395 
392,  393 
394 
666,  667 
396,  397 
658 
646,  648 
652 


RIDGE  TILE,  with  Pipe  Outlet, £36 

RIDGING,  CRESTING  AND  CONNEXIONS,  . • 636.  642 

ROOF  PLATES  k CONNEXIONS,  Directions  for  Ordering,  63o 
ROOF  SAFETY  PIPE, 


664 


SASH  WEIGHTS  AND  COLLARS 663 

SCALE  WEIGHTS, 663 

SEWER  VALVE  for  Outlet, 659 

SEWER  VENTILATOR, 661 

SHITS  CLOSET, 658 

SINK  AND  GULLY  THAI’S 656 

SINK  OR  DRAIN  PIPE 658 

SINK  TRAPS 655 

SKID  IRONS, 663 

SKYLIGHTS 648 

SLUICE  VALVES.  .....  666 

SNOW  ORATE,  for  Gutters 458 

SOCKETS,  for  Cresting 641.  642 

SOLDER  POT,  658 

SOOT  BOXES,  DOORS  AND  FRAMES,  . 650 

SPIKES,  for  Ears  of  Pipes, 392 

STEP  IRONS,  for  Sewer  Guliys 656 

STOP-COCK  CASES ...  660 

STOP-COCK  COVERS 660 

STOP-COCK  PLUG 660 

STOI’-TAP  BOXES 660 

STOVES.  Plumber's  and  Tinman's 662 

STREET  GRATINGS 659,  661 

STREET  GULLY  TRAPS, 657 

SURFACE  BOX  A.ND  GRATING,  for  Streets,  . 661 

SURFACE  BOXES,  for  Streets 660 

SURFACE  ORATES,  for  Streets, 659 


T 


TANKS,  Water 726 

TEA-URN  HEATERS 663 

TIES,  Wall 664 

TRAPPED  ORATING,  for  Yards,  etc, 661 

TRAPS,  Lowe's 659 

TROUGHS,  Horse, 692 

TROUGHS,  Water 651,652,654 

TURRET  CAPS, 638 


U 

URINALS 695,  702 

V 

VALANCE,  for  Gutters, 461 

VALVE  COVER,  for  Streets,  ......  660 


W 


WALL  TIES 664 

WASH-HAND  BASIN  RANGES 681,  689 

WASHING  TROUGHS 652 

WATER  AND  AIR  GRATES, 649 

WATER  AND  ORDURE  CLOSETS 703,  725 

WATER  CLOSETS,  Pams  and  Fittings  for,  . . . 658 

WATER  TRAP,  for  Gus  Mains 666,  667 

WATER  TROUGHS,  for  Cattle,  Sec. 651,  662,  654 

WEIGHTS.  SoaD 663 

WIND  GUARD,  for  Stove  Pipes 396 

Y 

YARD  GRATINO,  for  Stables,  <fcc., 661 


BOXES  & SINKS,  page  726A  to  7261 


RAIN  WATER  CONNEXIONS 
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DIRECTIONS  AND  OTHER  PARTICULARS.  FOR  OUTDANCE  IN  GIVING  ORDERS, 


Swannecks  or 
without  ears,  uuless 
for  Round  Pipes. 

The  projection 
when  ordering. 


Offsets  are  made' 
i otherwise  ordered, 

THUS 

should  be  given 


t 9 
PROJECTION 


Swannecks  or  Offsets  are  made 
without  ears, unless  otherwise  ordered, 
for  Rectangular  Pipes.  thus 

The  projection  should  be  given 
when  ordering. 


PROJECTION 


Plinth  Rends  for  Round  Pipes  are 
generally  made  with  ears,  and  unless 
otherwise  ordered  will  be  sent  with 
No.  1 Ears  cast  on.  thus 

The  number  of  ear  should  be  speci- 
fied, see  sheets  of  drawings. 

The  sizes,  projection,  and  rise 
should  be  given  when  ordering. 

The  two  sizes  marked  * may  be 
omitted,  if  not  essential. 

These  sizes  are  taken  at  right  angles 
to  face  of  wall. 


Plinth  Bends  for  Rectangular  Pipes 
are  generally  made  with  ears,  and  ‘ 
unless  otherwise  ordered  will  be  sent 
with  No.  1 Ears  cast  on. 

The  number  of  ear  should  be  speci- 
fied, see  sheets  of  drawings. 

The  sizes,  projection,  and  rise 
should  be  given  when  ordering. 

The  two  sizes  marked  * may  be 
omitted  if  not  essential. 

These  sizes  are  taken  at  right  angles 
to  face  of  wall. 


The  projection  of  an  angle  bend  will  be  greater  than 

that  of  a flat  one  for  the  same  size  Plinth.  F0R  example 


This  flat  Plinth  at  A measures  4 inches,  but  the  one  to  go 
into  the  corner  at  B measures  5§  inches.  All  measurements 
given  will  be  regarded  as  at  right  angles  to  the  face  of  the 
wall,  unless  specially  described  otherwise. 





PLAN 


Angle  Rectangular  Bends  for  Butt  Plinth,  it  is  necessary 

to  mention  whether  they  are  wanted  to  right  or  THUS 
left  hand. 


Angle  Rectangular  Bends  for  Return  Plinth,  it  is 
necessary  to  mention  whether  they  are  wanted  to 
right  or  left  hand. 

But  if  square  pipe  as  3"  x 3"  or  4"  x 4"  is  used,  these  will 
fit  either  hand. 


In  ordering  any  of  the  foregoing — to  save  correspondence,  and  to  prevent  mistake — it  is  desirable  that  attention 

should  be  paid- to  the  directions  given  above. 

Note. —Offsets,  Plinths,  a Shoes  for  Ornamental  Pipes  are  supplied  Plain 


No.  1.  RAIN  WATER  OR  STOVE  PIPES. 


392 


393 


SNOuD3ro«d 


SNOixosro  ad 


LOOSE  SOCKETS 


HEAVY  EAIN  WATER  OR  STOVE  PIPES  AND  CONNEXIONS 


394 


FLIGHTS  ABOUT 


Mo.  2 * Mo.  4 UAH'!  yvAiXi*  nrr.0 


395 


< TO  TO  TO 

3 

O 


STOVE  PIPES.  STOVE  PIPE  CONNEXIONS 


396 


o d v n o oni 


397 


NO'  i.  o 3 road 


ORNAMENTAL  RAIN  WATER  PIPES  Cast  in  lengths  of  $i«  Feet  Offsets,  Plinths  & Shoes  are  Supplied  Plain 


398 


ORNAMENTAL  RAIN  WATER  PIPES. 


399 


ORNAMENTAL  RECTANGULAR  RAIN  WATER  PIPES 

Cast  in  LtNGTHS  of  Six  Feet 

Offsets,  Plinths  & Shoes  are  Supplied  Plain. 


400 


CONNEXIONS  FOE  ORNAMENTAL  RAIN  WATER  PIPES. 


403 


404 


RAIN  WATER  RIPE  HEADS 


NOTE. — The  following  numbers  of  Rain  Water  Pipe  Heads 
cannot  be  made  with  ornamental  ears  cast  on,  but  can  have  plain  ears 
cast  on  thus 


Nos.  1,  2,  3,  4,  5,  7,  8,  10,  11,  20,  55,  59,  61,  64,  66,  68, 

69,  73,  76,  92,  94,  95,  114,  151. 

Ornamental  ears  are  made  loose  and  applied  as  sketch  below  to  above  Heads, 
or  any  others. 


No  larger  outlet  than  the  size  given  can  be  cast  on  any  of  the  Heads, 
but  may,  however,  be  altered  to  suit  smaller  sizes  than  are  given. 


RAIN  WATER  PIPE  HEADS. 
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N°  1 

I'  4 ft 


N°  1 ANQLE 
RIGHT  OR  LEFT  HAND 


8I2E8  OF  THE  8 IN 


SIZE8  OF  THE  8 IN 


N°  92 


M#” 


SIZES  OF  THE  4 IN. 


N°  92  ANGLE 

RIGHT  OR  LEFT  HAND. 


N°  2 


SIZES  OF  THE  4 iN. 


N°  2 ANGLE 
RIGHT  OR  LEFT  HAND 


8IZES  OF  THE  4 IN 


N°  3 


N°  3 ANGLE 

RIGHT  OR  LEFT  HAND 


...  r 2Vz 


SIZES  OF  THE  6 IN 


SIZE8  OF  THE  6 IN 


N°  7 


SIZES  OF  THE  4 IN. 


N°  7 ANQLE 
RIGHT  OR  LEFT  HAND. 


8IZES  OF  THE  4 IN 


N°  69 

WITH  OVERFLOW 

I 2 


SIZES  OF  THE  4 IN. 


CT> 


69  ANGLE 


RIGHT  OR  LEFT  HAND- 
WITH  OVERFLOW. 


SIZES  OF  THE  4 IN. 


the  largest  size  outlet  is  given,  any  size  less  can  be  had 
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N°  13 

1 1 ' « * 


N°  13  ANCLE 

RIGHT  OR  LEFT  HAND 


4 IN 


N°  67 

I 2' 


4 IN. 

AL80  4 x 3 IN. 


4 IN 

ALSO  4 y 3 IN 


N°  78 


N°  78  ANCLE 

RIGHT  HAND. 


CAN  AL80  BE  HAD  LEFT 

9 V > 


4 


3 IN 


N°  65 


i o 


2 $ IN 


N»  65  ANQLF 

RIOHT  HAND 

CAN  ALSO  BE  HAO  LEFT 

- 8 


2 4 in. 


THE  LARQE8T  8IZE  OUTLET  IS 


GIVEN.  ANY  SIZE  LE88  CAN  BE  HAD 


407 

RAIN  WATER  PIPE  HEADS. 


; 

! 

1 


; 

i 

I 


62 

9', 


N°  62  ANOLE 

RIGHT  OR  LEFT  HAND 


N°  19 


N°  19  ANGLE 

RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 


4 x 3 


IN 


4 • 3 


IN 


N°  74 


N°  74  ANGLE 

RIGHT  HAND 


THE  LARGEST  SIZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


408 


RAIN  WATER  PIPE  HEADS. 


N°  4 


4 J IN. 

AL80  4x3  IN. 


N°  4 ANGLE 

RIGHT  OR  LEFT  HAND 


N°  144 


N°  144  ANGLE 


RIGHT  OR  LEFT  HAND 


4 4 IN 

ALSO  4x3  IN. 


N°  68 


I O' 


4 IN 


N°  69 

I 8 


4 in 


N°  59  ANGLE 

RIGHT  OR  LEFT  HAND 


4 


IN 


N°  138 

A 

B 0 8 e 


A 4 in 
B 3 IN 


N°  138  ANGLE 

RIGHT  OR  LEFT  HAND 


THE  LARGEST  6IZE  OUTLET  IS  GIVEN.  ANY  SIZE  LESS  CAN  BE  HAD 


A 4 IN. 
B 3 in. 


410 


aim  WATER  PIPE  HEADS. 


N°  94  ANGLE 

RIGHT  OR  LEFT  HANG 


SIZES  OF  THE  4 IN 


N°  95 

I I5*r- 


IT1  95  ANGLE 

RIGHT  HAND. 


SIZES  OF  THE  6 • 3i  IN 


N°  8 

I 0: ' 


A 5*34  IN 
B 6 4 in 
C 6-6  in 


N°  8 ANGLE 

RIGHT  HAND  N°  11 

CAN  ALSO  BE  HAD  LEFT 
' 


N°  11  ANGLE 

RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 

r IV*  ••  * 


A 5*3*  IN 
S 6 >4  IN 
C 5 6 IN 


N°  56 


N°  55  ANGLE 

RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 


N°  10 


N°  10  ANOLE 

RIGHT  OR  LEFT  HAND 


3**2*  in. 


3**29  IN. 


SIZES  OF  THE  3 IN 


8IZE8  OF  THE  3 IN. 


THE  LARGEST  SIZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


RAIN  WATER  PIPE  HEADS. 
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N"  16 


3 


IN 


N°  16 

RIQHT  OR  LEFT  HAND 


6 


3 


IN 


3 x 3 IN 


N°  44 

RIQHT  HAND 

CAN  AL60  BE  HAD  LEFT 


N“  44 


N°  6 


I 2 


A 4 > 3 IN 
B 4*x  3i  in. 


N°  6 ANGLE 
RIQHT  HAND. 

CAN  ALSO  BE  HAD  LEFT 

9':.  - . _ 


N°  71 

- r i Vt 


N°  71  ANGLE 

RIQHT  HAND 

CAN  ALSO  BE  HAD  LEFT 


N°  61  ANGLE 

RIQHT  HAND  N°  61 

CAN  ALSO  BE  HAD  LEFT 


N°  61  ANCLE 
RIQHT  OR  LEFT  HAND 


3*x3i  IN 


THE  LARGEST  SIZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


412 


RAII  WATEE  PIPE  HEADS. 


N°  58  ANGLE 
RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 

- A 8 ; 

B II*  -•> 


A 4x3  in 
B 6x44  in. 


A 4x3  in 
B 6x44  in. 


N°  89 


N°  8 9 ANGLE 

RIGHT  OR  LEFT  HAND 


N°  46 


10';  - 


N°  46  ANGLE 
RIQHT  HAND. 

CAN  ALSO  BE  HAD  LEFT 

- 7 /z  *• 


N°  5 2 

3' 


4x34  i 


N°  5 2 ANGLE 

RIGHT  HAND 


CAN  ALSO  BE  HAD  LEFT 

9*4 


4x3  IN 


N°  79 


N°  79  ANGLE 

RIQHT  HAND 

CAN  ALSO  BE  HAD  LEFT 


N°  47 


N°  47  ANGLE 

RIGHT  OR  LEFT  HAND 


THE  LARQE8T  SIZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


«o 


34x34  in. 


£ 

fO 


RAIN  WATER  PIPE  HEADS. 
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N°  12 

i i ft*. 


N°  12  ANGLE 
RIOMT  HAND 

CAN  ALSO  BE  HAO  LEFT 

9l'«  : 


4x34  IN 


N°  63 


i l 


A 4*4  IN. 
B 6 « 4 in. 


N°  63  ANOLE 

RIOHT  HAND 

CAN  ALSO  BE  HAD  LEFT 


A 4x4  IN. 
B 6x3  IN. 
B 6x4  IN 


N°  14 


II 


N°  14  ANGLE 

RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 

< 7 V 


N°  64 


i'  i V 


N°  64  ANGLE 

RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 

- 9 * 


34x24  IN. 


4x24  in 


4>  24  IN 


34  x24  IN. 


N°  146 


4x4  IN. 


N°  146  ANGLE 

RIQHT  OR  LEFT  HAND 


N°  112 

I 2 Vt 


4x4  IN. 

THE  LARGEST  SIZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


A 4 x 3 IN. 
B 4 x 34  IN. 


N°  112  ANCLE 

RIQHT  OR  LEFT  HAND 
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N*  60 

954 


t 


3i*24  in. 


B.AIN  WATEE  PIPE  HEADS. 


W DO  ANGLE 
RIGHT  HANG 

CAN  ALSO  BE  HAD  LEFT 


3*x2*  in. 


N°  66 


9 


4x3  |N. 


N°  6 6 ANGLE 
RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 

7-4  - *■ 


4x3  in. 


N°  73 

9 


3 i in. 


N°  73  ANGLE 

RIGHT  HAND. 

CAN  ALSO  BE  HAD  LEFT 

- - 6 y:~-  j 


3 i IN 


N°  76 


o 


N°  76  ANGLE 

RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 
- 7 


3 IN 


NO  26 


3 IN. 


THE 


N°  26  ANGLE 
RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 

* 6 ' ? 


N°  48 

8 


N°  4 8 ANOLE 

RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 


LARGEST  SIZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


RAIN  WATER  PIPE  HEADS. 
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N°  54 


4x3  in 


N°  54  ANQLE 
RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 


N°  163 


N°  163  ANGLE 
RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 


O 


4 x 3 in. 


34*24  IN. 


34  x 24  IN. 


10  ' 


N°  164 

1 3 


N°  154  ANGLE 

RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 

- 10 '4  ' - >v 


N°  158 

• I 3 


N°  158  ANGLE 

RIGHT  HAND 

CAN  AL80  BE  HAD  LEFT 

10 V. 


5 


X 34  IN 


6 *34  IN 


44  * 34  IN. 


N°  136 


N°  135  ANGLE 

RIGHT  HAND.  N°  156 

CAN  ALSO  BE  HAD  LEFT 


N°  156  ANGLE 

RIGHT  HAND 

CAN  AL8O  BE  HAD  LEFT 


THE  LARGEST  SIZE  OUTLET  iS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


5x3  in 


41  6 


RAIN  WATER  PIPE  HEADS. 


N°  26  9MALL 


N°  26  ANGLE  (SMALL) 
RIGHT  HAND 


N°  26  LARGE 


CAN  AL80  BE  HAD  LETT 


-|  O'1 " 


4^x3i  IN. 


N°  26  ANGLE  i LARGE  ) 
RIGHT  HAND. 

CAN  ALSO  BE  HAD  LEFT 


9 ' 


4 4 x 3}  IN. 


N°  16 


1 1 


A 4x24  IN. 
B 4x4  IN. 


N°  16  ANGLE 
RIGHT  OR  LEFT  HAND. 


3x3  IN 


N°  81 


1 

N°  81  ANGLE 
RIGHT  OR  LEFT  HAND 


44x34  IN. 


N°  42  ANGLE 
RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 


N°  8 2 


N°  82  ANGLE 
RIGHT  HANO. 

CAN  ALSO  BE  HAD  LEFT 


N°  4 2 

IOJ*" 


4x4  IN. 


4 IN 


THE  LARGEST  SIZE  OUTLET  IS  GIVEN, 


ANY  SIZE  LESS  CAN  BE  HAD 


RAIN  WATER  PIPE  HEADS. 
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N°  50  PLAIN 


A 3 <3  in. 
B 5x31  in. 

N°  91 


3 


44x3  IN. 


N°  60  ANQLE  (PLAIN  > 
riqmt  hand 

OAN  ALSO  BE  HAO  LEFT 


A 3x3  IN. 
B 5 X 3*  IN. 


N°  91  ANGLE 
RIGHT  OR  LEFT  HAND. 


3x3 


IN. 


N°  60  ORNAMENTAL  N°  60  ANGLE  ORNAMENTAL 

RIGHT  HAND 


A 3x3  IN. 
B 5 > 3*  IN. 


A 3x3  IN. 
B 5x3*  IN. 


N°  149 


I* — r oi/  -- 


N°  14  9 ANGLE 

RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 


4x4  IN. 


N°  127  ANGLE 

RIGHT  HAND 

CAN  AL80  BE  HAD  LEFT 

p - • - 8 - 

e 


N°  113 


N°  113  ANGLE 

RIOHT  HAND 

CAN  ALSO  BE  HAD  LEFT 

8 ' H 


N°  127 


Y 


3 IN 


34  in. 


THE  LARGEST  SfZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


34  IN. 


41 8 


-0-  X XJ  -U<  X X I U flDAi/O. 


N°  84 


N°  84  ANGLE 

RIGHT  HAND 


N°  86  ANGLE 
RIGHT  HAND 

OAN  ALSO  BE  HAD  LEFT 

A 8~ 

B *1 


N°  86 


B 6x4  IN. 


B 6x4  in. 


N°  77 


N°  77  ANGLE  N°  20 

RIGHT  HAND. 

CAN  ALSO  BE  HAD  LEFT 

'G  <j  * 1 3 


N°  20  ANGLE 

RIGHT  HAND. 

CAN  ALSO  BE  HAD  LEFT 

< --IO"  > 


JJJ 

Ap 

N°  161 


N°  161  ANQLE 
RIGHT  HAND 


N°  86 


N°  86  ANGLE 
RIQHT  HAND. 


34  in. 


34  in. 


4x3 


4x3  IN. 


THE  LARGEST  8IZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


RAI5  WATER  PIPE  HEADS. 


4 ! 9 


N°  114 


N°  114  ANGLE 


N°  106 


N°  106  ANGLE 


RIQMT  OR  LEFT  HAND. 


4x4  in 


RIGHT  OR  LEFT  HAND. 


34x24  IN. 


34  x 34  in. 


N*  134 


i v 


34x3  in. 


N°  134  ANGLE 

RIGHT  HAND. 

CAN  ALSO  BE  HAD  LEFT 

...  g Vi-"  -»• 


\ 


34x3  in. 


N°  90 


- 1 1 W 


N°  90  ANGLE 

RIGHT  HAND 

OAN  ALSO  BE  HAD  LEFT 

k 8 --W 


4x4  IN. 


4 


4 IN. 


W 167 


4 < 3 


IN 


V- 


Y. 


N»  167  ANGLE 

RIGHT  HAND. 

OAN  AL80  BE  HAD  LEFT 


N°  128 


NO  128  ANGLE 

RIGHT  OR  LEFT  HAND. 


7 - 


4x3  in. 


r oj/2" 


THE  LARGEST  SIZE  OUTLET  IS  GIVEN,  ANY  SIZE' LESS  CAN  BE  HAD 


HAIH  WATER  PIPE  HEADS. 
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N°  17 


N°  17  ANGLE 

RIGHT  OR  LEFT  HAND 


N°  53 


N°  53  ANGLE 

RIOHT  HAND. 


4*34  IN. 


CAN  ALSO  BE  HAD  LEFT. 


N°  56 


N°  56  ANGLE 
RIGHT  HAND. 

OAN  ALSO  BE  HAD  LEFT 

<-- 8 


N°  72 


- - 10 


N°  72  ANGLE 

RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT. 

■f 7'- > 


3$x2$  in. 


3$  x 2$  in. 


4x2$  in. 


4x2$  in. 


N°  83 


N°  83  ANQLE 


N°  139 


N°  139  ANGLE 


RIGHT  OR  LEFT  HAND. 


RIGHT  OR  LEFT  HAND. 


I'  O' 


6x4  IN. 


3$  IN 


4x4  IN. 


V 


o 


o 


3$  IN. 


THE  LARGEST  SIZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


RAIN  WATER  PIPE  HEADS. 
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N°  57 


N°  57  ANGLE 

RIGHT  HAND 


r OH" 


O AN  ALSO  BE  HAD  LEFT 

- 8.V- i 


4x2*  l 


4x24  in. 


N°  18 

i*  oy^1'  — r 


4x34  in. 


N°  18  ANGLE 
RIGHT  HAND 

CAN  ALSO  BE  HAD  LEFT 

x 9 , 


4x34  IN. 


N°  148  N°  14  8 ANGLE 

RIGHT  HAND. 

OAN  ALSO  BE  HAD  LEFT 


34x34  in. 


N°  130 


4x4  IN. 


N°  130  ANGLE 

RIGHT  HAND 

CAN  AL80  BE  HAD  LEFT 


4x4  |N. 


N°  133 

l'  2*- 


N°  133  ANGLE 

RIQHT  HAND. 

CAN  ALSO  BE  HAD  LEFT 

• 10  " * 


N°  80  ANGLE 
RIQHT  HAND 


N°  80 


44  x 24  IN. 


44x24  IN. 


4x3 


IN. 


4x3  IN. 


THE  LARGEST  SIZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


RAII  WATER  PIPE  HEADS. 
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N»  142 

-e!4'_ 


H°  142  ANGLE 

RIGHT  OR  LEFT  HAND. 

•*  — • s a'- — » 


N°  141 

8H' ->i 


N°  141  ANGLE 

RIGHT  OR  LEFT  HAND. 

8)4'  - H 


N°  116 

- r j -» 


N0'  116  ANGLE 

RIGHT  OR  LEFT  HAND 

r 3- — 


N°-  124 

I 3'-- 


N°  124  ANGLE 

RIGHT  OR  LEFT  HAND. 

I ’ 3 ' 


tHJHv.  j 

I 

'1 

jW 

, l 

* “ ^ 

W 

fr 

y I 

\ j 

1 

FBI 

i III 

N°  121 


N0  121  ANGLE 
RIGHT  OR  LEFT  HAND. 


N°  136 


N°  136  ANGLE 

RIGHT  OR  LEFT  HAND. 


io  V 


4 IN. 


THE  LARGEST  SIZE 


OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


6fcx61  IN. 


N°  119 


RAIN  WATER  PIPE  HEADS. 


4 IN. 

3i  v 3i  IN. 


N°  119  ANGLE 

RIQMT  HAND 

CAN  ALSO  BE  HAD  LEFT 

8'v 


4 IN. 

3*x34  in. 


N°  118 

-•  r 2 


N°  118  ANGLE  423 

RIGHT  HAND. 

CAN  AL80  BE  HAD  LEFT 
S'* 


N°  122 


N°  122  ANGLE 

RIGHT  OR  LEFT  HAND. 

-----  - 9 _ 


N°  14  7 


N°-  147  ANGLE 

RIGHT  OR  LEFT  HAND 

H- - IOJ-2  * 


4x4  IN. 


3>3  in 


N°  120 

I 0 


N°  120  ANGLE 

RIGHT  HANO. 

CAN  ALSO  BE  HAD  LEFT 

'r* - - -7*/*---  > 


N°  117  ANGLE 
RIGHT  HANO. 

CAN  ALSO  BE  HAD  LEFT 

IO&- Hv. 


N°  117 


4x4  IN. 


4x4  in. 


THE  LARGEST  SIZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


424 


RAIN  WATEE  PIPE  HEAPS. 


N°  123 


4 IN. 


N°  123  ANGLE 

RIGHT  HANG 

CAN  ALSO  BE  HAD  LEFT 

8 


3 J IN. 


K°  125 

NO  ANGLE  HEAD  PATTERN  FOR  THIS  N? 

*■ - I 0* 

OPENING  4>>x  4 ' 


N°  126 


N°  126  ANGLE 
RIGHT  HAND 


N°  115 

NO  ANGLE  HEAD  PATTERN  FOR  THIS  N? 


I 3-'---- 


4x3  in. 


CAN  ALSO  BE  HAD  LEFT. 

9 >• 


4x3  IN. 


N°  166 

HEAO  PATTERN  FOR  THIS  N? 

| |QI.  -3 


4^x4  IN. 


N°  143 

NO  ANGLE  HEAD  PATTERN  FOR  THIS  N? 


I 3 . 


4 IN. 


N°  105 

NO  ANGLE  HEAD  PATTERN  FOR  THIS  N? 

I 7H 


4 x 2\  IN. 


THE  LARGEST  SIZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


RAIN  WATER  PIPE  HEADS 
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N°  150 


IN. 


N°  150  ANQLE 
RIQHT  HAND 

OAN  ALSO  BE  HAD  LEFT 


4 IN 


N°  159 


NO  ANGLE  HEAD  PATTERN 


FOR  THIS  N? 


3 IN. 


O' 

< 


N°  161 

NO  ANGLE  HEAD  PATTERN  FOR  THI8  N? 

\'/l  > 


N°  10  0 

I o ANGLE  HEAD  PATTERN  FOR  THIS  N? 


N°  152 

NO  ANGLE  HEAD  PATTERN 

6 Vi'' 


FOR  THIS  N° 


0 


N°  162 

ANGLE  HEAD  PATTERN  FOR  THIS  N? 

k i r 


N°  163 

NO  ANGLE  HEAD  PATTERN  FOR  THI8  N? 


- 10/2" 


' 


THE  LARGEST  SIZE  OUTLET  IS  GIVEN,  ANY  SIZE  LESS  CAN  BE  HAD 


ORNAMENTAL  EARS  AND  BANDS  FOR  RAIN  WATER  PIPES. 


428 


OBNAMENTAL  EAB8  AND  BANDS  FOB  BAIN  WATEB  PIPES. 


429 


ORNAMENTAL  EARS  AND  BANDS  FOR  RAIN  WATER  PIPES. 


430 


ORNAMENTAL  EARS  AND  BANDS  FOR  RAIN  WATER  PIPES. 


431 


ORNAMENTAL  EARS  AND  BANDS  FOR  RAIN  WATER  PIPES. 


432 


N°  67 


43  8 


INDEX  TO  APPROXIMATE  SHAPES  OF  MOULDED  GUTTERS. 


*>»  OOaEECT  SHAPES  AND  SIZES  SEE  THE  EOLDONTNO  SHEETS  OE  SECTIONS  Of  THE  NOMBEBS  BEEEBBED  TO. 


INDEX  TO  APPROXIMATE  SHAPES  OF  MOULDED  GUTTERS. 
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FOR  OU&UCT  BilAPtt  AVD  81ZJE8  BAK  TT1 K FOLLOW1NO  SHUTS  OF  BJDCTIOMB  OF  TH*  YU1CBKBS  RKlTKRHJtl)  TO. 
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INDEX  TO  GUTTERS. 


' Nos.  of  GUTTERS. 

Page. 

Nos 

of  GUTTERS. 

Page. 

Nos.  of  GUTTERS. 

Page. 

Nos 

of  GUTTERS. 

Page. 

Nos.  of  GUTTERS. 

Page 

Common 

Half-Round, 

No. 

38, 

61x51  ... 

524 

No. 

88, 

8 x5 ...  . 

570 

No. 

135, 

38x31 

544 

No. 

188, 

61x41 

500 

Sizes,  2 3,  3A,  4,  4A, 

444 

„ 

39, 

4 x3 

526 

89, 

6 x 3 

526 

136, 

64  x 4 

544 

>■ 

189, 

12  x 5f 

490 

6,  6,  7,  8,  9 ins., 
Half-Round,  Beaded, 

39, 

41x3 

526 

.. 

90, 

6 x4f.. 

482 

136, 

5f  x 3 

671 

" 

190, 

78x48 

569 

Sizes.  3,  3i,  4,  41,  6, 

39, 

5 x 3 ... 

526 

91. 

4 x2f  ... 

565 

" 

137, 

5 x 38 

480 

" 

191, 

6 x4  .... 

504 

! 6,  8 ina., 

446 

.. 

40, 

8 x 41  . 

482 

92, 

7 x 4f . . 

497 

138, 

6 x44  . 

476 

" 

192, 

7 x 3f  .. 

474 

Heavy  Half-Round, 

41, 

3|  x 31 

632 

93, 

5 x 31.  . 

477 

.. 

139, 

5 x2f .... 

649 

« 

193, 

4fx31 

600 

i Beaded,  Sizes,  4,  4i,  5, 

446 

42, 

7 x 6 

488 

94, 

118  x 41 

484 

140, 

68x34  ... 

562 

.. 

194, 

2Jx2i 

479 

6.  7 ins.. 

195, 

No.  1,  O.G.,  Sizes,  2A, 

43, 

61  x6f .... 

567 

96, 

4f  x 4 .. 

563 

141, 

7 x4  ... 

644 

4 x38 

607  ! 

31,4,41,6,51,6  ms., 

468 

44, 

7fx3j 

661 

96, 

64  x3f  ... 

462 

142, 

118x4 

549 

" 

196, 

5 x 3 

470 

No.  2, 

4 x2f... 

469 

45, 

6 x 3f.  .. 

564 

97, 

11J  x 64... 

506 

143, 

7f  x44 ... 

516 

.. 

197, 

5 x4f.  .. 

452 

2, 

41  x 2| 

469 

46, 

6 «51. ... 

533 

98, 

7 x 4 

487 

144 

68x48... 

592 

.. 

198, 

26  x 6 

582 

" 2, 

6 x 3 

471 

47, 

12  x 7 

478 

99, 

4i  x 3f .... 

452 

" 

146, 

4|x3f... 

464 

.. 

199, 

12  x 7 

574 

.i  2, 

6 x 3 

471 

48, 

151x61 

490 

100, 

9 x 6 

606 

146, 

64x48-.. 

511 

.i 

200, 

28  x 6 

682 

..  3, 

4ix2i. 

610 

49, 

5f  x 4 

473 

100, 

12  x 6 

506 

" 

147, 

7 x6  ... 

509 

II 

201, 

5 x 3i  • . • • 

619 

3, 

6 x21- 

510 

60, 

71x3.  ... 

. 671 

101, 

6 >4 

519 

148, 

48x48- 

562 

,1 

202, 

81  x 6 

497 

3, 

6 x 3} 

610 

51, 

8 x 61 . 

461 

" 

102, 

84  x 4*..  . 

569 

149, 

7 x 44 ... 

563 

1, 

202, 

10  x 6 

498 

4, 

61x4}  . 

472 

" 

62, 

4 x3f .... 

449 

103, 

8f  x 4 ... 

485 

160, 

6 x38  ■ 

474 

„ 

203, 

12  x 8 

568 

6, 

91x61 

488 

63, 

3 x 2f.  .. 

449 

104, 

6fx4S. 

534 

151, 

5 x3f... 

525 

.. 

204, 

7f  x 38 

484 

6, 

6 x3i 

524 

54, 

61  x3f... 

497 

105, 

18  x 7 

554 

152, 

44  x34.. 

562 

.. 

205, 

7 x4f.  .. 

604 

7, 

5 x 41 

524 

H 

x 3g 

497 

106, 

4 x 2f... 

513 

163, 

4f  x2.  .. 

448 

.. 

206, 

78x68-.. 

486  1 

8, 

41x3 

469 

55, 

41x21.... 

449 

106, 

5 x 3 

613 

164, 

68  x 64... 

562 

.. 

207, 

7 x58 

520 

8, 

6 x 3J 

470 

65, 

6 x31- 

451 

106, 

6 x34.  .. 

613 

165, 

58x41... 

472 

208, 

6 x4}.... 

496 

8, 

6 x 3} 

473 

66, 

4 x2f 

449 

107, 

6 x 3f .... 

665 

" 

156, 

9 x 64. 

436 

.. 

209, 

4 x3}  ... 

559 

9, 

6 x 41  ... 

479 

a 

57, 

5 x 2 

449 

108, 

6 x4J.... 

660 

■■ 

157, 

64  x 4.  . 

562 

■. 

210, 

51  x 31.... 

633 

10, 

4f  x6.  . . 

453 

58, 

8J  x7.... 

546 

108, 

6 x61  . 

560 

158, 

10  x58 

487 

ii 

211, 

5 x 4 

511 

11, 

4 x3j 

565 

69, 

61x31... 

453 

109, 

8 x 5 

511 

159, 

8 x 44,. 

563 

a 

212, 

68x48 

509 

..  12, 

51x31.  . 

570 

60, 

4}x31.... 

519 

109, 

9 x 64.  . 

511 

" 

160. 

15  x 6 

622 

.. 

213, 

51x4 

619  i 

„ 13, 

51x61 

460 

61, 

61x4 

503 

110, 

6 x44... 

563 

" 

161,  168x6 

622 

a 

214, 

7 x 4f 

567 

14, 

6 *2} 

569 

G2, 

36  x7 

594 

111, 

84x5 

488 

" 

162, 

6 x 4 

566 

215, 

48x3f 

500 

16, 

6 X 41  ... 

561 

63, 

6 x 3A... . 

462 

112, 

58x28-. ■■ 

474 

" 

163, 

38x44 

526 

,i 

216, 

6 x 31 

525 

16, 

6Jx3J. 

510 

64, 

61x31. 

620 

113, 

64x48... 

480 

" 

164, 

48  X 3 

500 

M 

217, 

6 x 3f 

463 

17, 

5 x 4.  . 

616 

66, 

4 x 34 

464 

114, 

9x6 

477 

" 

166, 

68x34... 

480 

218, 

3 x 3 

565 

18, 

61x3i  . 

494 

66, 

9 x 6 

661 

115, 

6 x 3f  - 

503 

" 

166, 

38  x28-.. 

469 

ii 

219, 

4 x 3 

500 

• 19, 

5 x 6 

560 

67, 

6 x 31  . 

474 

116, 

6f  x3f .... 

527 

■> 

167, 

68x48-... 

563 

.. 

220, 

4 x2f.  .. 

487 

20, 

6 x 4 

524 

68, 

8 x4 

520 

117, 

6 x2J..  . 

448 

" 

168, 

48**8 

470 

.. 

221, 

6f  x 6f 

567 

21, 

7j  x 41 

476 

" 

69, 

6 x3J. 

448 

118, 

24  x 6 

686 

" 

169, 

88x6 

498 

.. 

222, 

6 x 48  ■ 

525 

„ 21, 

71  x 41 

476 

70, 

7 x 31.... 

571 

119, 

6 x 34...J 

516 

" 

170, 

5 x 3 

566 

- 

223, 

68  x 4 

479 

22, 

71x41- 

477 

" 

71, 

5f  x 31-... 

620 

120, 

7f  x 6 

527 

" 

171, 

6 x4i-. 

482 

.. 

224, 

14  x 7 

606 

..  23, 

6}  x 41  . 

472 

72, 

5 x3f.... 

513 

" 

121, 

6 x 44 . . . 

526 

« 

172,  138x78... 

674 

i. 

225, 

6f  x 4 

617  I 

j " 24, 

61  x 41 

471 

.. 

73, 

8 x 51 . . . . 

609 

121, 

7 x4f..., 

627 

173, 

11  x38  ■■ 

669 

a 

226, 

6 x 5 

616 

„ 26, 

6 x 3f 

471 

.. 

74, 

9 x 7 

477 

121, 

88  x 5f  . 

627 

174 

64x5 

483 

227, 

4 x4 

617 

,,  26, 

31  x 3 

451 

.. 

76, 

9 x6J 

574 

122, 

44x4 

474 

" 

175, 

5 x 4 

566 

>, 

228, 

4 x28  -. 

532 

„ 26, 

4Jx31 

451 

„ 

76, 

5 x 5 

644 

123, 

CO 

X 

586 

176, 

6 x 4A  . 

497 

„ 

228, 

6 x 2f.... 

532 

„ 27, 

6 x 6 

634 

77, 

5 x 31 

464 

124, 

5 x 4 

472 

w 

177, 

44x3J .... 

460 

228, 

6 x38- ... 

533 

„ 28, 

7 x 6 

570 

78, 

7 x 6 

668 

125, 

48x4 

607 

I. 

178, 

68x48-. 

634 

228, 

7 x 3|. 

634 

29, 

61  x 4J 

473 

79,  Ilf  x 31 

550 

126, 

4 x 3 

592 

„ 

179, 

6 x 38 

632 

.. 

228, 

8 x 48 

636 

,,  30, 

9x4 

486 

80,  16  x4f .... 

586 

127, 

118x54 

490 

I. 

180, 

94  x 6 

535 

u 

229, 

118  x9f 

490 

,,  31, 

8 x 44 . . . 

628 

81, 

7 x 61.... 

546 

.. 

128, 

68  X 3 

473 

181, 

3!x2f 

632 

M 

230, 

7 x 3f  . .. 

549 

„ 32, 

61x61  ... 

566 

82, 

5 x 41... 

533 

129, 

6 x 3f .. 

496 

182, 

6 x 4 

603 

ii 

231, 

12  x 4 

592 

„ 33, 

81  x 6.  ... 

488 

83, 

23  x 7 .. 

590 

H 

130, 

4J  x 4 

611 

M 

183, 

7 x 6 

646 

ii 

232, 

17  x 6 

646 

„ 34, 

71  x 5 

485 

84, 

19  x 5. 

682 

.. 

131, 

6j  x 3J.. 

448 

-1 

184 

3 x 3f .... 

449 

i. 

233, 

27  x 6 

582 

35, 

5 x 3j 

470 

85, 

71x41.... 

483 

.. 

132, 

7 x 6 

497 

- 

186, 

5 x 2 

571 

ii 

234, 

9 x7f.... 

636 

„ 36, 

6 x 61 

476 

86, 

3 x 2f . . . . 

600 

133, 

88x7 

527 

" 

186,  108  x2J.  .. 

484 

•l 

235, 

48  x 28.... 

469 

I-  37' 

61x61.  . 

526 

" 

87, 

5 x 5 

473 

134, 

58  x6... 

560 

" 

187, 

4 x3f  ... 

569 

" 

236, 

18  x 7f 

590 

441 
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Nos.  of  GUTTERS. 

Nos.  of  GUTTERS. 

Page 

Nos.  of  GUTTERS. 

.....  . 

Page 

Nos.  of 

GUTTERS. 

’age.  j 

No.  237, 

5 x 2} | 

479 

No.  289, 

8 x 6 

487 

No.  343, 

6} 

x 3 

673 

No.  391, 

4}  -3 

534 

No.  444, 

18}x 

4} 

594  j 

238, 

16}  x 9 

646 

290, 

6J -4} 

492 

344, 

4 

x2J- 

495 

.•  392,  17}  x 10} 

642 

1.  445. 

6 x 

2}  ... 

666 

„ 239, 

19  x 9 

586 

291, 

8 x 6 

494 

345, 

9 

x4.l 

678 

..  393, 

8 x 8 

657 

,,  446, 

6}x 

4} 

481 

,.  240, 

4Jx2J 

607 

292, 

7)x5j 

492 

346, 

6} 

*5 

495 

..  394,  27  x 7 

678 

„ 447, 

4}  - 

43... 

519 

„ 241, 

6}  x 3J 

608 

293, 

10  x 6 

494 

347, 

6 

'33  ...j 

495 

..  395, 

6} -4( 

502 

11  448. 

16  - 

8 

542 

242, 

6J  x 4 

608 

294, 

10  x 6 

492 

348, 

81 

x 4 

573 

396,  13  x 61 

550 

11  449, 

6}  x 

41  ... 

538  ! 

,.  243, 

4}  x 31  .. 

664 

295, 

21  x 5j 

546 

349, 

6 

-31 

619 

397, 

6}  x4 

494 

„ 450. 

17  x 

4}  ... 

594 

„ 243, 

6t»3j ' 

564 

296. 

8 x 6 

512 

350, 

4 

x 23 

514 

■ 398,12  x 7 

527 

„ 243. 

6 x3I 

564 

297, 

6J  x 4} 

618 

360, 

5 

\ 3 

614 

■ 399,36  x 6} 

602 

„ 244, 

6 x 31 

496 

298. 

10} -61 

612 

350, 

6 

x 3 

514 

..  400,  12}  x 4}.  . 

530 

„ 245. 

5 x 31 

563 

299. 

41x31 

494 

351, 

211 

- 6 

654 

■ 401, 

6 x 3 

621 

,,  246, 

8}x2} 

535 

300, 

10  x 3. 

590 

352,  13 

- 31 

572 

..  402, 

3}  x 2 

501 

. 247. 

8}  x 4 

485 

301, 

11  x 6 

573 

363, 

13 

X 5 

578 

403, 

5 -4} 

450 

„ 248, 

6 x 31 

472 

..  302, 

24  x6)  .... 

546 

354, 

10 

X 31. 

672 

..  404,13  x 81. . . 

538 

,•  249, 

41x31 

469 

303. 

4 x 3 

493 

365, 

6 

* 3} 

502 

.1  405,  161  x 7 

698 

250. 

10  x 9 

536 

..  304, 

12  x 8 .| 

498 

366, 

6 

x4j 

502 

..  406, 

6 x 4 

518 

251, 

8 x 6 

497 

305, 

24  x 6 

582 

367, 

6} 

x 7 

521 

n 407, 

5 x 3. 

501 

.,  262, 

61x41 

558 

• 306, 

3jx3  .. 

496 

358, 

6} 

x6}. 

498 

H 408,  16  X 5 

602 

„ 253, 

81  x 3 

592 

■ 307, 

8J  x 6 

618  ! 

359, 

41 

- 3} 

517 

m 409,13  x 6... 

630 

.,  254, 

61x41 

496 

308, 

61-41  .. 

619 

360, 

13} 

x 41 

554 

410, 

61  x3j  , 

521 

„ 256, 

6 x 41 

482 

309, 

4}  x 3j  ...j 

620 

361, 

4 

-21  . 

514 

" 411,  10}  -6}. 

487 

. 256, 

9x5} 

486 

310, 

19  x6  , 

576 

361, 

5 

x 3 

514 

..  412, 

6 x 4. 

518 

..  257, 

4 x 3J 

470 

311, 

71x6} 

620 

361, 

6 

X 3 

614 

413, 

3}  - 2} 

501 

, 258. 

7 x 41 

483 

312, 

81  x6.  - 

522 

362, 

101 

.6} 

559 

413, 

4 x 2} 

501 

259, 

161x6 

546 

313, 

27  x 8 

576 

363. 

5} 

x 4. 

481 

414, 

6}  - 3.  . 

624 

„ 260, 

13  -i  x 5 

546 

314, 

21x1} 

469 

• 364, 

6 

-3} 

502 

. 415, 

4}x2j 

475 

• 261. 

7 x3jj.  ■ 

549 

315, 

12  x61 

578 

366, 

4} 

-3} 

515 

..  416, 

L4  x 4 

602 

. 262, 

7 x 41 

604 

..  316, 

6 x 61 

487 

366, 

6 

x4* 

476 

417, 

5 x3J 

501 

| • 263, 

6-1x41 

493 

317, 

41  x 31 

609 

367 

8} 

x3 ...  . 

535 

..  418, 

6 x 3 

501 

, 264, 

3 x 3 

544 

318, 

9 x 6 

610 

368, 

81 

x 51 

485 

419, 

5 x 3 

449 

ii  265, 

8 x 41 

504 

319, 

10  x 6 

522 

369, 

5 

X 6 

624 

..  420, 

61  x 4} 

564 

266, 

41x31 

496 

320, 

8}  x 5} 

493 

370, 

6} 

-3} 

447 

..  421, 

6i  x 3}  ... 

448 

..  267, 

41  x 3.1  . 

512 

321, 

6 x 4 

609 

371, 

4} 

x 3 

516 

422, 

6 x 4. 

471 

..  268, 

51  x 31 

450 

322, 

7}  * 4}  .. 

611 

372, 

8 

x 6 

499 

, 423, 

9 x 6} 

517 

269, 

6 x 5 

503 

323, 

4 x 2} 

611 

373, 

10 

x 6 

447 

■ 424, 

41x3} .... 

517 

..  270, 

10  x 6 

478 

324, 

7}  x 6} 

619 

..  374, 

3 

-21 .... 

516 

425, 

3} -2} 

477 

• 271, 

41x31 

621 

325, 

61x3} 

493 

376, 

7 

x 41 

549 

„ 426, 

11} x 6} 

542 

■ 272, 

71x41 

621 

326, 

12  x 51  .... 

613 

..  376, 

4} 

- 2j.  . 

475 

m 427, 

6}  -3t 

511 

••  273, 

12  x 4 

586 

327, 

10  x 6 

616 

377, 

4} 

x 3} 

476 

..  428, 

81x3} 

640 

„ 274, 

4}  x 31- 

471 

328, 

81  x 5 

612 

! ..  378, 

4 

x 3. 

479 

I ..  429, 

81x5} 

! 623 

275, 

61x41 

512 

■ 329, 

12J  x 6 

610 

..  378, 

4} 

x 3}  ... 

479 

430, 

4}  x 3} 

517 

,,  276, 

5 x3$ 

496 

..  330, 

8 x 44  ... 

609 

11  378, 

6 

x 4... 

479 

j .1  431, 

5}  x3 

i 480 

„ 277, 

4 x2i 

479 

1 ..  331, 

6 x4* 

, 614 

1 ..  379, 

7} 

x7  . 

622 

j .1  432, 

91-6} 

617 

„ 278, 

91  x 4 

549 

..  332, 

8 x 6 

616 

380, 

5 

x 3} 

615 

•i  433, 

9 x 5}. 

616 

„ 279, 

14  x41 

590 

..  333, 

54x4 

611 

" 381, 

53 

-4} 

515 

434, 

6 x 3}.... 

521 

280, 

6 x 43 

1 494 

334. 

7x5 

; 614 

j[  ..  382, 

6 

x 4 

517 

..  435, 

5}  x 3}  .. 

513 

281, 

3 J 

619 

335, 

9 - 6 

612 

" 383, 

4} 

x23 

447 

;!  ..  436, 

9 x4}. ... 

522 

; 

„ 282, 

9 x 6 

1 621 

336, 

9 x 61 

613 

384, 

6} 

x 5 

622 

437, 

11} x 3}.  . 

530 

,,  283, 

5 »3}. 

492 

337, 

61x4 

609 

1 ..  386, 

6 

x 5.  . 

495 

| „ 438, 

6}  x 4. 

499 

..  284, 

41  x 3|. 

618 

! 338 

41-34 

| 614 

386, 

16 

x 7. 

560 

439, 

4 x4 

| 496 

„ 285, 

7 x 6 

494 

- 339 

9 x 6 

496 

387, 

5 

x 4 

604 

..  440 

6 x 6 

481 

..  286 

10  x53 

536 

..  340 

43x33 

; 463 

j|  388, 

4 

x 2} 

622 

1 .1  441, 

3}  x 6}. 

508 

, 287 

71  x51 

561 

341 

19  x 6 

! 676 

..  389, 

5}  x 4.. 

475 

; " 442, 

5}  x 4} ...  - 

; 508 

I i,  288 

5 x 31 

619 

••  342 

6}  x 34 

578 

N 390, 

31  -2} 

532 

..  443, 

3}-2}. ... 

| 508 

u 

442 


BAIN  WATEB  GUTTERS. 


DIRECTIONS  AND  OTHER  PARTICULARS  FOR  GUIDANCE  IN  GIVING  ORDERS, 


The  measurements  on  the  following  Sections  are  inside  the  Gutters, thus  1 

Socket  inside. 


Gutters  are  usually  joined  by  inside  sockets,  thus: 

and  in  the  following  example  those  so  joined  are  marked  “ Socket  inside.” 


ft 


example  showing  Gutter  with  “ Socket  outside 


Socket  outside 


In  other  cases  the  Gutters  are  made  for  Loose  Clips,  and  are  then  marked  accordingly  in  the  following  sections; 
with  such  Gutters  suitable  “ Loose  Clips”  will  be  sent  unless  otherwise  ordered. 

On  the  Gutters  marked  “ Socket  outside  or  inside,”  the  joints  will  be  sent  either  way,  as  found  most  convenient 
at  the  time,  unless  the  sort  of  joint  required  is  specified  in  the  order;  all  others  wall  be  sent  as  marked  on  the 
drawings. 

To  prevent  mistakes  and  save  time,  it  is  of  importance  that  in  every  case  the  Number  of  the  Gutter  should  be 
stated — the  Size,  if  there  are  more  sizes  than  one  of  that  number — the  quantity,  say  in  sis  feet  lengths — and  if 
Angles  are  required,  whether  External  or  Internal.  If  sketches  are  sent,  indicate  the  front  of  Gutter  by  double 

hue,  THUS:  — ■ . — , . ..  — - 

H 37  9 - - - - : - 


Open  end  by  omitting  line  aerosB  the  end. 


Stop  end  by  a single  line  drawn  across  the  end,  thus-. 
Return  end  by  double  lines  drawn  across  the  end,  thus: 


and  the  position  of  Outlet  or  Drojt,  thus  : 


T 

35  0 

1 

ii 

: ! 

54'  0'-  - - 

] 


— -■6' 


Also  state  the  description  and  size  of  down  Pipe  into  which  the  Outlet  is  to  fit. 

If  Angles  are  wanted  otherwise  than  at  right  angles,  give  lines  showing  the  inclination,  or  state  the  number  of 
degrees  in  angle,  or  send  template. 


The  above  Examples  show  the  method  of  ordering  and  giving  measurements  of  Gutters  to  suit  buildings. 
The  double  line  indicates  front  of  Gutters. 


GUTTERS  AND  CONNEXIONS. 


443 


half  rouno  gutter 


Sizes  2Vz,  3.  3!?, 


4'-i.  5 6, 


8 & 9. ns 


T PIECE 


LEFT  HAND  FLASHED  ANGLE 


RIGHT  HAND  FLASHED  ANGLE 


HALF  ROUNO  BEADED  GUTTER 


SIZES  3,  3J»,  4.  4 'A.  5,  6 l 8 INS 


WROUGHT  IRON  BRACKET 


1 


444 


COMMON  HALF-ROUND  GUTTERS. 


HALF-ROUND  BEADED  GUTTERS. 

Cast  in  Lengths  of  Six  Feet 


SocKfT  Ours  i 


446 


HEAVY  HALF-ROUND  BEADED  GUTTERS. 


HEAVY  HALF-BOUND  GUTTERS. 


447 


HEAVY  HALF-ROUND  GUTTERS. 


Cast  in  lencths  of  Six  Feet 


449 


DEEP  HEAVY  HALF-BOUND  OUTTEBS. 


450 


451 


SQUARE-BACKED  GUTTERS  ROUND  ON  FRONT. 


452 


SQUARE-BACKED  GUTTERS  ROUND  ON  FRONT. 


4 53 


O.G.  GUTTERS.  AND  CONNEXIONS. 


457 


N°  I 0 G GUTTER  FOR  CLIP 


SIZES  2'h,  3'2,  4,  4'/i,  5 5>z  8-  6 INS 


INTERNAL  ANGLE 


NOZZLE  PIECE 


EXTERNAL  ANGLE 


DROP  END  WITH  SOCKET 


DROP  END  WITH  SPIGOT 


N°  I 0 G GUTTER  LION  FAUCIT  CAST  ON 


SIZES  2 1 z.  3'?.  4 4':,  S.  S't  l 6 INS. 


OCKET  STOP  END 


41 


LOOSE 

SPIGOT  STOP  END 
PLAIN 


PLAIN  STOP  ENDS  MAY  BE  CAST 
ON  THE  GUTTER 


PLAIN  CLIP 


LION  CLIP 


LOOSE  RETURN  STOP  END 
WITH  SOCKET 


LOOSE  RETURN  STOP  END 
WITH  SPIGOT 


RETURN  STOP  ENDS  MAY  BE  CAST 
ON  THE  GUTTER 


CONNEXIONS  FOR  MOULDED  GUTTERS. 


458 


ANTEFIX.E  ORNAMENTS  FOR  TOPS  OF  GUTTERS. 


459 


460 


CRESTING  FOR  GUTTERS. 

N°  i G 


3 II-  — ■ 

N°  3 G 


VALANCE  FOR  GUTTERS. 


461 


N°  I 


4 0 


N 


4 0^" 


3 II' 

N°  4 


3'  O' 


B1-  8 


GARGOYLE  HEAD  ORNAMENTS. 


463 


464 


GUTTER  BRACKETS, 


N°  I 


N°  4 


N°  5 N°  6 


N°  I | 


N&  I 2 

i*-  - 


N°  2 


N°  10 


N°  9 


N°  18 


--  9*4*  — 

■— 7fc— 


' 

' 1 


. 

i 


The  above,  or  other  Brackets  can  be  supplied  to  suit  various  Gutters,  to  order. 


ii 


0.0.  GUTTERS. 


468 


MOULDED  GUTTERS. 


469 


MOULDED  GUTTEES. 


470 


MOULDED  GUTTERS. 


471 


MOULDED  GUTTERS. 


MOULDED  GUTTERS. 


m ■ 


475 


MOULDED  GUTTEKS. 


476 


477 


MOULDED  GUTTERS. 


I 


4-79 


N°9 

5 X 4'/4-  INS  Socket  Out  side 


MOULDED  GUTTERS. 


480 


N?  165 

X 3X2  INS.  SOCKET  IN5I0E  RtOHTJ 


MOULDED  GUTTERS. 


48i 


N°  446 

53/4x4'/4  INS.  Socket 


4 0 3 


7'/2  x4'/2  INS.  So 


MOULDED  GUTTERS. 


MOULDED  GUTTERS. 


MOULDED  GUTTEBS. 


486 


I 


N°  206 

7'/2  X 6^2  INS.  Socket  Outside 


487 


N?  411 

I0'/4X  6^4  INS.  Soci 


MOULDED  GUTTERS. 


488 


N°  33 

0*/2  x5  INS.  Socket  OuT«iDE 


490 


N>8 

I5'/4x  5'/4  IMS. 


i :ers. 


491 


MOULDED  GUTTERS. 


492 


N°  294 

80  X,  6 INS.  Socket  Inside 


MOULDED  GUTTERS. 


493 


MOULDED  GUTTERS. 


MOULDED  GUTTEBS. 


495 


N°  339 

9X6  INS. Socket  Inside 


MOULDED  GUTTERS. 


N°  244- 

6x33/*ins.  Sochit iHbiac 


MOULDED  GUTTERS. 


498 


MOULDED  GUTTEBS. 


499 


MOULDED  GUTTERS. 


500 


MOULDED  GUTTERS. 


N?  418 


MOULDED  GUTTERS. 


502 


MOULDED  GDTTEES. 


503 


1 


N°  269 

6*  5 INS.  Socket 


MOULDED  GUTTERS. 


N°  265 

0 X Ar^ 2 INS  Socket  Inside 


506 


j)l  }UTTESS. 


k or  Six 


Feet 


MOULDED  GUTTEBS. 


508 


MOULDED  GUTTERS. 


509 


MOULDED  GUTTERS. 


510 


6 X 3'/4  INS  Socket  Outsiuc 


MOULDED  GUTTERS. 


9 x 6'/2  !NS.  SOC 


N?  106 


513 


MOULDED  GUTTERS. 


514 


MOULDED  GUTTERS. 


515 


MOULDED  GUTTERS. 


516 


517 


518 


N?  201 

5 ><  3 1/2  INS.  Socket  inside 


MOULDED  GUTTEBS. 


520 


MOULDED  GUTTERS. 


521 


N°  357 

63^x7lNS  Socket  Outsioe 


522 


523 


ED  GUTTEE8. 

5TMS  or  Six  Fect 


I 


MOULDED  GUTTERS. 


524 


N°  20 

5x4  INS.  Socket  Outsh 


MOULDED  GUTTEES. 


525 


MOULDED  GUTTERS. 


&'/4  X 5‘/4  iNS.SocKtT  Outside 


527 


£TI  o N 


528 


i 


I 


1. 


i GUTTERS. 


BOUNDARY  WALL  GUTTERS. 


532 


BOUNDARY  WALL  GUTTERS. 


534 


BOUNDARY  WALL  GUTTERS. 


BOUNDARY  WALL  GUTTERS. 


536 


I TTERS. 


540 


1 


8'/2  x33/*  'NS  Vi 


542 


BOONDARY  W/L 


- bi 


Cast 


IE  NCTI 


543 


BOUNDABY  WALL  GUTTERS. 


544 


N°  76 

5x5  INS  SOCKtT  Outsioc 


BODNDAHY  WALL  GUTTERS. 


546 


BJrUTTEBS. 


54  9 


N ° 142 


550 


r 


BOUNDARY  WALL  G 


’TE 


LENCTMS 


or  < 


N°  386 

15x7  INS.  SOCKCT  OuTSlDC 


N°  396  1 

13  x 6'/2  INS.  SOCKtjl'H 


i 


r 

551 


1 


5 55 


557 


559 


MOULDED  GUTTEES. 


560 


MOULDED  GUTTERS. 


MOULDED  GUTTEES. 


563 


N ° 159 

A 1^2  INS  Socket  Cjutsice 


MOULDED  GUTTERS. 


U.OULDLD  CHJTTliKfcJ, 


565 


5 X 3?4  INS  Soci 


MOULDED  OUTTEES. 


566 


MOULDED  GUTTEES. 


567 


MOULDED  GUTTERS. 


568 


N"  203 

12  X 8 INS  Sockct  INSIOC 


MOULDED  GUTTERS. 


I 


569 


MOULDED  GUTTERS. 


570 


MOULDED  OUTTEB8 


571 


7/4x3  INS 


MOULDED  GUTTERS. 


CENTRE  GDTTEB8. 


573 


574 


N 

l3^7'/» 


CENTRE  GUTTERS. 


CENTRE  GUTTERS. 


576 


578 


5 1 TTESS. 


GUTTERS. 

s or  Six 


VALLEY  SUTTERS. 


592 


TTEKS. 


598 


599 


rUTTERS. 


602 


603 


ORNAMENTAL  GUTTERS. 


ORNAMENTAL  GUTTERS. 


608 


ORNAMENTAL  GUTTERS. 


611 


ORNAMENTAL  OOTTERS. 


613 


ORNAMENTAL  GUTTERS. 


614 


N°  334  7 x 5 ins. 


ORNAMENTAL  (JOTTERS. 


ORNAMENTAL  GUTTERS. 


618 


619 


ORNAMENTAL  GUTTERS. 


620 


OBNAMENTAL  &UTTEBS. 


623 


ORNAMENTAL  GUTTERS. 


624 


635 

ROOF  PLATES  AND  CONNEXIONS. 

i itomers  in  ordering  will  please  state  tlie  No.  and  size  of  Ridge  Plate,  carefully  giving  us  the  pitch  of  Roof 
hi  ire  required  to  fit. 

ow  we  give  the  simplest  method  of  ordering  Roof  Plates  when  wanted  cut  to  iheasurement,  viz. : — 
j tretch  of  No.  11  Ridge  Plate  8"  x 8"  as  sketch,  to  suit  pitch  of  Roof,  as  per  drawing  herewith. 

r --  102*  7' 


1 ' -etch  of  No.  12  Ridge  Plate  8"  x 8"  as  per  sketch,  to  suit  pitch  of  Roof  as  per  wood  template  herewith,  having 
in  o.  136  Weathervane  7'  6"  high  to  be  attached  to  centre  of  Cross  by  Screwed  Bolt  3'  6"  long,  complete,  with 

it:  ad  Washer. 


i 
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BIDGING  FOB  BOOFS. 


N°  4 Ridge  tile  *ith  own 


Nc  3 4 0 


H—  9 1 « 


I 


RIDDING  AND  CURB  PLATE8. 


RIDGING  FOR  ROOFS. 


SELECTIONS  FROM  GENERAL  CATALOGUE 


SELECTIONS  FROM  GENERAL  CATALOGUE 


P0MP8. 
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PARALLEL  800V  PUMP 

N°  5 


PARALLEL  BODY  PUMP 
WITH  TAIL  PIECE 
N°  4 


ARRANGEMENT 
FOR  OEEP  WELLS 


WORKING  BARREL  FOR  OEEP 
WITH  TAIL  PIECE 


6IZES  J k 4 INS  DIAM 


PUMPS. 


GARDEN  PUMP 

N°  2 


COLONIAL  PUMP 


GARDEN  PUMP 

N°  3 
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DlAM. 


BRACKET  FOP. 
COLONIAL  PUMP 


PUMP  HEAD 


HOLE  IN  BOTTOM 
2 fa  8r  33/*  INS.  DlAM 


SIZES  2/2,  3,  3/2  & A INS  DlAM 


SIZES  2/2,  3,  3 /2  & 4-  INS.  DlAM 


ALL  PUMPS  WILL  BE  SUPPLIED  RIGHT  HAND,  UNLESS  OTHERWISE  ORDERED. 
THE  PLAN  ABOVE  WILL  ENABLE  CUSTOMERS  TO  SEE  WHAT  TH  EV  REQUIRE 


DEAD  SKYLIGHTS  CAS'  ° OPENING  SKYLIGHT 
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ASH  GRATES  AND  FRAMES. 


Water  a Air  Grate 
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Furnace  Door  C 


Furnace  Pan  or  Boiler 


6.  7.  8.  9,  10.  12,  14  OPENING 
Copper  Door  S B 


Copper  Grate  S 


111" 

j . 

JLL 

Sizes  5x8  6'x 

,,  7 x 10  8 X 


Sizes  of  opening 
s;  6,'  7" 


i urnace  Pan  or  Boiler 

ss 


B 


9' 

12 


N°  I Furnace  Bar 


N°  2 Furnacc  Bar 


N°  291  Furnace  Bar  i 7 N°  4 Furnace  Bar 


N°  292  F urnace  Bar 


N°  292A  Furnace  Bar 


W S 


Furnace  Bar 
N°  290 


i e.'  i e;  i io  x 4 x ’*• 

2'  o;  2 2.‘  2 4 X x I 

2'  6,  2 e;  2 10,"  3 0 X 5 Xl!  9 


Sizes  r o 12.1  4 r 6,  1 8,  r 10  2'  0 2 2 2 4;  2 6*loho 
N°  I Kiln  Plate  N°  2 Kiln  Plate 


WAW 

U%%WvWi 

hc#;:; 

* V 

»W*VA: 

Wi'sW 

VA'AV 

W«IWUS 

v.wKr 

WA'A* 
^ ^ 

ism 

2 0 


furnace  door  C 


N°  289 
Furnace  Door 


Furnace  Doc 


Sizes  of  open  inc  6,*  7,'  8.'  9.'  io,'  12' 14' 


N°  288 

Furnace  Door  b 


Sizes 

' 6 •/  7 A \ 8 / 9 ' 10'  ll'  12  V 13V* 


Copper  Door  B improved 


Cop  per  Door  C 


Sl/F. 


OPEN 


Sizes 


10  Vi  „ 


7 y. 


12* 


N°  265 

900T  BOX  & f RAMC 


N°  266 

SOOT  BOX  A FRAME 


SIZE  OF  OPE  NINO 

Sizes  7H  xii*.ns 
- II  X 13  n 

• io  xie  «f 


N°  319 


Copper  Door  S B. 


N°  320 

DAMPER  A FRAME 
FRAME  CAST  IN  ONE  PIECE 


N°  321 

DAMPER  A FRAME 
Common 


Sizes 

6V  7V.,  8V,'  9V4*  10 V4*  1 1V4*  <2V«  & 13/4' 


Sizes  of  opening 

5!  6,'  7“ 


N°  263 

SOOT  BOX  A FRAME 


Np  264 

SOOT  BOX  A FRAME 


N°  268 

DOUBLE  SOOT  DOOR 


Sizes  4*  X4.N9 


Sizes  e»e  ns 
p 9 *4**  - 
9x9  w 


Size  of  open 
N°  0 2>/e.  3'V  N°  4 
3 Vej 


WATER  TROUGHS. 
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N°  2 

WITH  TURNED  IN  LIPS 


Water 


Trough  N°  8 
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frame  For 

Lifting  i Force  Pump 

N°  I 


Frame  For 
Lifting  * Force 


Sizes  2 i 5h  b"°*°  ii'4  Occ* 

Water  Trough  N°  10 


SIZES  I 0 'OH  •»«- 

washing  trough  n°  I* 


Sizes  2 2'lo**  * 0 b*°*d  ^ltP 
Water  Trough  N°  9 


■ • 1 \A 


x Q-LOH*  ' 6"  B*o*o  1 2 0«- 


S'ZE 


5 oh  Lo«« 


18%  B»o»o  X 


Oit* 
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21  Trough  is  complete  with  Water  Supply  A pparatu*  w hich  \»  self  -acting  and  encloaod. 
Dhtcliargc  Hole  with  Plug  and  (*hain.  (’an  l*c  had  other  mzee  to  order. 


It  in  also  provided  with  an  Overdo’ 


li 
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SINK  TRAPS. 


\ OM  y TO  12 


N° 


5 


Size  o 

« WITHOUT  HINGE 


N° 


6 


Sizes  from  4 to  j6 

N 0 6 Heavy  12  14  & 1 6 


N°  6a 

AND  DEEP  N°  6A 


N°  6A 

n°  eA 

n°  eA 


SIZES 

Heavy 

Deep 


FROM 
12  14 

4 TO 


4 TO 
6.  16 
12 


1 6 


N° 


7 


Sizes  567  & e 


Sizes  6.  7',  a & 9 


SECTION  OF 

N«  I 2 i 0 


SECTIONS  OF  SINK  TRAPS. 

SECTION  OF 

N°  3 


SECTION  OF 
NoS  4 & 6 


SECTION  OF 

N°  5 


\ 


DOUBLE  MANHOLE  COVER  8c  FRAME  N° 
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*is  z 


I 
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WATER-CLOSET  FITTINGS,  (fee. 


N°  I 


Ships  Water  Clcs 


Trunk  & Cover 
1 8 


UPRIGHT 


WEIGHT 


Short  lever 


Long  lever  a 


Long  Lever  B 


Crank 


Long  Lever  C 


N°  5 PAN  CLOSET  9' 
PERTH  PATTERN 


LONG  LEVER 


N°  2 

SHIPS  CLOSET 

• r o)t~- 


SINK  OR  DRAIN  PIPE  SECTIOr 


SHORT  LEVER 


CRANK 


UPRIGHT 


WASTE  PREVENT  CISTERN 


waste  Prevent  Cistern  n° 


SYPHON  MOULO  BLOCK 

I TO  *'/2  IN.  Dl A 


SQUARE  ELBOW  BLOCK 
! TO  4-'  2 IN  0 1 A . 


OBTUSE  ELBOW  BLOCK 
I TO  4 V2  IN  DIA 


INGOT  FOR  Lead 


INGOT  FOR  SOLOC 


lead  Boiler 


4 B»o»o 


4 ^8  Broad 

♦ V, ' 


2 V«  Octp 

2 V,  .. 


Plumber  Pot 


GRATINGS,  &o. 
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Lowe's  Trap  Lowe's  Trap  Outlet  Sewer  Valve 

OllTITT  nu  O ATTH  aa  Outlet  on  Corner 


N° 

1 LENGTH 

2 6' 

BREADTH 

re" 

DE  PTH 

1 3 

N‘ 

2 

1*  6*4' 

i'  1*4' 

IIV«* 

N ? 

3 

r iv*' 

9 

9 * 

N° 

4 

1114' 

7V 

6 6/a1 

N' 

5 

9 V 

5V*‘ 

1 ■ 

5*4  * 

, g u2 ' -* 

SIZES  AT  TOP 
I ' 4'/**  X r 2 V*'  X 6’ 

1 ' 2*4*  X I'O*  x 6' 

»'  1*4*  X I'  1*4  x 2%' 


6 •/»' - 


5V4- 


N°  3 

COVER  «.  FRAME 


N°  I 

STOP  COCK  CASE 

W "W* 


N°  2 

COVER  A FRAME 
fr- - r e * --- 


STOP  COCK  PLUG 


N°  2 

STOP  COCK  CASE 

6 it* 


9^4  SQUARE 


N°  4 

VALVE  COVER 


N?  9 

STOP  TAP  0OV 


N°  5 

SECTION  OF  Tire  PLUG 


N 4 


8 10,  12,  H.  if  V 18  LB*  7.  II  A 18  LB*. 


GRATINGS,  &o. 
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SU»  FACE  BOX  8.  GRATING  N°  8 


SECTION  OF  SURFACE  BOX 
S GRATING. 


MANHOLE  COVER  AND  FRAME  N ° I 
WITH  LOCK  & KEY 

r iiy*'---- 


SEWER  VENTILATOR  N°  14 

4 4 


FLUSHING  PLUG 

N°  15 


I 


APPLICATION  OF  MANHOLE  COVER  ANO  VENTILATOR 


NOTE.— The  Area  of  the  Opening  A ahould  not  be  lees  than  the 
superficial  Area  of  the  open  spaces  between  the  Bare  of  the  grated 
Ventillator  Cover. 


FLUSHINC  PLUG  BOX 

N°  14 


SEWER  VENTILATOR  N°  12 

I Hi*' * 


S’ 

O 


I 


3 
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COMBINED  FLUSHING  BOX  & SEWER  VENTILATOR  — 


wmmmmmmmmmamm m 

2 3” 


MANHOLE  COVER  & FRAME  N?  4 


i 6 — *v. 


^ - —I'  10  1 4 " 


PLUMBERS  STOVE 
WITH  LEAD  POT 


MANHOLE  COVER  & FRAME  N?  5 
WITH  LOCK  Sr  KEY 


DISHED  DRAIN  GRATE 


SIZES  8.  10.  12,  14  INS.  SQUARE 

ieTniCn  ^Tmick 


TINMAN'S  STOVE 
WITH  OR  WITHOUT  TRAY 
NOZLE  FOR  3 PIPE 


i 


' 

i 


-r 
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SKID  IRONS 


CART  BOXES  OR  BUSHES 


C 


E 


K 


M 


N 


SASH  WEIGHTS 


\ 


56  LB  s 


Va,  I.  2.  4,  7,  14,  20  & 56  LBs 
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CHIMNEY  TOPS  &c 


N°  | 


N°  2 


N°  5 


N°  6 
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STEAM,  GAS,  OB  WATEB  PIPES  SOCKET  AND  FLANGED. 


Nc  I 

SOCKET  PIPES  4c 


N°  35 


ADVANTAGES  OF  OUR  REGISTERED  RATHS. 
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N°-  10.  IS.  14.  16.  17.  18. 


1.  The  Largest  Complete  Bath  with  Fittings,  in  the 

smallest  possible  space. 

2.  The  Fittings  being  inside  the  Bath,  are  better 

seen  and  more  easily  reached  by  the  person  Bathing,  without 
getting  out  of  the  water.  This  is  most  important  to  Invalids, 
where  a certain  Temperature  is  to  be  maintained. 

3.  More  easily  fixed,  and  costing  nothing  for 

trimming  Woodwork  round  Fittings. 

4.  The  Fittings  being  below  the  top  level  of  the 

Bath,  a hinged  flap  may  be  used  to  cover  in  the  whole,  thus 
protecting  the  Bath  from  damage,  and  forming  at  the  same  time 
a lounge  or  bedstead,  where  room  is  of  consequence. 

5.  The  overflow  and  waste  being  east  separately 

from  Nos.  io,  13,  14,  16,  and  17  Baths,  are  more  easily  got  at  in 
case  of  obstruction.  No.  18  has  the  overflow  cast  on. 

6.  In  ease  of  Valves  wearing  and  getting  leaky, 

the  water  falls  into  the  Bath,  where  it  cannot  do  any  damage. 

7.  No  unsightly  overflow  in  the  sides  or  ends 

of  Bath. 

8.  Our  enamel  expands  and  contracts  with  hot 

water. 

Altogether  we  claim  for  these  Baths  that  th-ey  are  the  SIMPLEST  and 
at  the  same  time  the  MOST  PERFECT  ever  introduced. 


672 


CAST  IRON  BATHS 

MAY  BE  HAD  PAINTED,  GALVANIZED,  JAPANNED,  OR  ENAMELLED  WITH  METALLIC  ENAMEL  Oil  PORCELAIN  ENAMEL  TO  Oftl\ 


N 9 


Noil. --Our  superior  finished  Sienna  Marble  or  White  Enamelled  Baths  are  got  up  in  a very  artistic  manner,  and  our 
process  of  Enamelling  is  of  such  a nature  that  the  Enamel  expands  and  contracts  with  the  Iron  when  used  with  hot  water.  We  recommend 
them  in  Preference  to  the  Porcelain  Enamel. 
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OAST  IRON  BATHS. 


V HE  HAD  PAINTED,  GALVANIZED,  JAPANNED,  OR  ENAMELLED  WITH  METAI.I.K  ENAMEL  01!  PORCELAIN  ENAMEL.  TO  ORDhU. 

N°  ! 0 

With  New  PEGiSroFrriNGS  ano  Earthenware  Soap  pays  inside 

AND  WITH  OVERFLOW  ANO  WASTE  P PES  SEPARATE  FROM  &ATH 


Note.-  Our  superior  finished  Sienna  Marble  or  White  Enamelled  Baths,  are  got  up  in  a very  artistic  manner,  and  our 
process  of  Enamelling  is  of  such  a nature  that  the  Enamel  expands  and  contracts  with  the  Iron  when  used  with  hot  w-ater.  We  recommend 
them  in  Preference  to  the  Porcelain  Enamel. 


I 
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CAST  IRON  BATHS 

MAY  BE  HAD  PAINTED,  GALVANIZED,  JAPANNED,  OB  ENAMELLED  WITH  METALLIC  ENAMEL  OP  PORCELAIN  ENAMEL  TO  OKb 

N°  l* 


N?  !A  CAN  ALSO  BE  HAD  WITH  FITTINGS  AS  SHEWN  ON  N°  18.  daGE  676 


N°  6 Parallel 

Can  also  be  had  with  Inside  Fittings  as  N?  10 


NoTt Our  superior  finished  Sienna  Marble  or  White  Enamelled  Baths,  are  got  up  in  a very  artistic  manner,  and  our 

process  of  Enamelling  is  of  such  a nature  that  the  Enamel  expands  and  contracts  with  the  Iron  when  used  with  hot  water.  We  recommend 
them  in  Preference  to  the  Porcelain  Enamel. 
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CAST  IRON  BATHS 

MAY  BE  HAD  PAINTED,  GALVANIZED,  JAP ANNED,  OB  ENAMELLED  WITH  METALLIC  ENAMEL  OK  POHCELAIN  ENAMEL,  TO  OllDi.lt 

N°  17 

With  New  Registp  Fittings  and  Earthenware  Soap  Trays  inside. 


AND  WITH  OVERFLOW  AND  WASTE  PIPES  SEPARATE  FROM  Ba.H 


N°  6A  Parallel 


Note. — Our  superior  finished  Sienna  Marble  or  White  Enamelled  Baths,  are  got  up  in  a very  artistic  manner,  and  our 
process  of  Enamelling  is  of  such  a nature  that  the  Enamel  expands  and  contracts  with  the  Iron  when  used  with  hot  water.  We  recommend 
them  in  Preference  to  the  Porcelain  Enamel. 
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CAST  IRON  ROMAN  BATHS 

MAY  BE  HAD  PAINTED,  GALVANIZED,  JAPANNED,  OB  ENAMELLED  WITH  METALLIC  ENAMEL  Or.  POBCELAIN  ENAMEL.  TO  ORDLi 


bath 


N°  7 with  round  roll  on  brim 

NO  WOOD  WORK  REQU'RED 


Note. —Our  superior  finished  Sienna  Marble  or  White  Enamelled  Baths,  are  got  up  in  a very  artistic  manner,  and  our 
process  of  Enamelling  is  of  s\ich  a nature  that  the  Enamel  expands  and  contracts  with  the  Iron  when  used  with  hoi  water.  We  recommend 
them  in  Preference  to  the  Porcelain  Enamel. 


! 


j 


i 
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CAST  IRON  ROMAN  BATHS 

BE  HAD  PAINTED,  GALVANIZED,  JAPANNED,  OB  ENAMELLED  WITH  METALLIC  ENAMEL  OB  PORCELAIN  ENAMEL  TO  ORDt.tt. 


N°  14 

With  New  Regist°  Fittings  and  Earthenware  Soap  Trays  inside, 

AND  WITH  OVERFLOW  AND  WASTE  PIPES  SEPARATE  FROM  BaTH 


N-'  16 


With  New  Regist0  Fittings  and  Earthenware  Soap  Trays  inside, 

AND  WITH  OVERFLOW  AND  WASTE  PIPES  SEPARATE  FROM  BaTH 
WITH  ROUND  ROuL  ON  BRiM  NO  WOOD  N OP*  REQUIRED 


Note.  Our  superior  finished  Sienna  Marble  or  White  Enamelled  Baths,  are  go.  up  in  a very  artistic  manner,  and  our 
process  of  Enamelling  is  of  such  a nature  that  the  Enamel  expands  and  contracts  with  the  Iron  when  used  with  hot  water,  VVe  recommend 
them  in  Preference  to  the  Porcelain  Enamel. 
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CAST  IRON  BATHS 

MAY  BE  HAD  PAINTED,  GALVANIZED,  JAPANNED,  OB  ENAMELLED  WITH  METALLIC  ENAMEL  OE  POBCELAIN  ENAMEL  TO  OKI 


N^-°:  5Up'n°r  fin“hcd  Sienna  M*rble  - Whi"  Enamelled  Baths,  are  got  up  in  a very  artistic  manner,  and  our 
process  o namellmg  is  of  such  a nature  that  the  Enamel  expands  and  contracts  with  the  Iron  when  used  with  hot  water.  We  recommend  1 
them  in  Preference  to  the  Porcelain  Enamel.  ■ 


CAST  IRON  EATHS 

AY  BE  HAD  PAINTED,  GALVANIZED,  JAPANNED,  OB  ENAMELLED  WITH  METALLIC  ENAMEL  OB  PORCELAIN  ENAMEL,  TO  01tUh.lt 


N°  4 


N°  8 Bath  Mounted  on  Wheels 


Note.— Our  superior  finished  Sienna  Marble  or  White  Enamelled  Baths,  are  got  up  in  a very  artistic  manner,  and  our 
process  of  Enamelling  is  of  such  a nature  that  the  Enamel  expands  and  contracts  with  the  Iron  when  used  with  hot  water.  We  recommend 
them  in  Preference  to  the  Porcelain  Enamel. 


CAST  IRON  BATHS 


MAY  RE  HAD  PAINTED,  GALVANIZED,  JAPANNED,  OR 


ENAMELLED  WITH  METALLIC  ENAMEL  OR  PORCELAIN 


enamel  to  ORb 


N°  2 


Move  -Our  supenor  brushed  Sienna  Marble  or  White  Enamelled  Baths,  are  got  up  in  a very  artistic  manner,  and  our 
process  of  Enamelling  is  ol  such  a nature  that  the  Enamel  expands  and  contracts  with  the  Iron  when  used  with  hot  water.  We  recommend 
them  in  Preference  to  the  Porcelain  Enamel 
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CAST  IRON  BATHS 


V BE  HAD  PAINTED,  GALVANIZED,  JAPANNED,  OR  ENAMELLED  WITH  METALLIC  ENAMEL  01.'  PORCELAIN  ENAMEL  TO  ORUh.lt. 


N°  18 

W'ih  New  Registd  lttings  and  Earthenware  Soap  Trays  inside  and  with 


Note.— Our  superior  finished  Sienna  Marble  or  White  Enamelled  Baths,  are  got  up  in  a yen-  artistic  manner,  and  our 
process  of  Enamelling  is  of  such  a nature  that  the  Enamel  expands  and  contracts  with  the  Iron  when  used  with  hot  water,  lie  recommend 
them  in  Preference  to  the  Porcelain  Enamel 


676 


« 

CAST  IRON  BATHS 

MAY  BE  HAD  PAINTED,  GALVANIZED,  JAPANNED,  OB  ENAMELLED  WITH  METALLIC  ENAMEL  OB  PORCELAIN  ENAMEL  TO  ORU  ‘ 

N°  19 

WITH  OVERFLOW  A DISCHARGE 


N°  20 

WITH  OVERFLOW  & DISCHARGE 


Note.— Our  superior  finished  Sienna  Marble  or  White  Enamelled  Baths,  are  got  up  in  a very  artistic  manner,  and  our 
process  of  Enamelling  is  of  such  a nature  that  the  Enamel  expands  and  contracts  with  the  Iron  when  used  with  hot  water  We  recommend  I 


them  in  Preference  to  the  Porcelain  Enatne*. 
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CAST  IRON  ROMAN  BATHS. 

N°  11 


NO  12 


LENGTH  WIDE  END  NARROW  END  DEEP 

Sizes  n°  ii  5 6'  x 23'  x 1 9 x 1 i'/i  1 

„ N°  12  5 6 x 2 3 x 1 s'  x 1'  a '2 " / 


Note. — Enamelled  with  Metallic  Enamel,  the  Enamel  expands  or  contracts  with  the  Iron  when 
used  with  Hot  Water. 


WASH  HAND  BASIN  RANGES, 

FOUNTAINS,  ETC. 


N“  i FOR  i PERSON 


N°  2 FOR  I PERSON 


These  basins  an*  complete  in  themselves,  being  provided  with  Cocks,  Discharge  Valves,  Overflows,  &c. 
'.o  No.  4 described  below. 


They  are  siniilnr  in  their  working  arrangements 


N°  4 FOR  4 PERSONS . 


No,  4 Wash-Hand  Basin  Range  is  made  for  any  number  of  persons.  Each  basin  is  complete  in  itself,  being  provided  with  a Cock,  Discharge  Valve, 
Overflow,  &c.  The  Discharge  Valve  of  Basin  is  opened  or  shut  by  the  lever  A,  the  waste  water  pjissing  by  discharge  pipe  B to  the  sewer.  The  water  supply 
pine  runs  along  the  back,  and  the  self-clewing  bib-cock  is  protected  by  cover  C.  the  whole  being  supported  on  Standards  D,  and  fastened  to  wall  ami  floor ; aud 
wnen  fitted  together,  forms  a very  strong,  compact,  ami  satisfactory  appliance. 


N°  5 FOR  8 PERSONS , 


No,  5 Doable  Wash-Hand  Basin  Range  is  in  its  main  features  the  same  ns  No.  4 shown  above,  but  for  many  purposes  it  has  considerable  advantages, 
‘•it  is  suited,  from  its  construction,  to  stand  isolated  on  the  floor.  It  can  be  bad  for  any  number  of  persons;  and  wheu  fitted  together  and  screwed  to  floor', 
1 forms  a very  strong,  compact,  ami  satisfactory  appliance. 

1 
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SANITARY  APPLIANCES. 

WASH  HAND  BASIN  RANGES  &c 

N?  6 FOR  4 PERSONS. 


No.  tJ  Wash-Hand  Baam  Range  is  made  for  any  numbei  of  persons.  Each  basin  has  a discharge  hole  io  bottom,  the  whole  being  eouuected  together  by 
the  flanged  pipe  A,  into  which  the  overflow  waste  pipe  discharges.  The  Basins  are  filled  simultaneously  by  means  of  a $-incb  tAp,  and  discharged  by  iifUog 
handle  6 on  top  plate,  aod  the  whole  is  supported  on  Standards,  and  fastened  to  wall  ami  floor;  and  when  fitted  together,  form/  a very  strop?.  compact,  and 
satisfactory  appliance. 


N®  7 FOR  8 PERSONS 


I 


No.  7 Double  Wash-Hand  Basin  Range  is,  in  its  main  features,  the  an  me  na  No.  4 ehnwr.  above,  hut  /oi  many  purposes  it  has  considerable  advantages,  fo- 
il is  suited,  from  its  construction,  to  stand  isolated  on  the  floor.  It  can  be  had  for  any  number  ot  persons ; and  worn  fitted  together  and  screwed  to  door,  it 
forms  a very  strong,  compact,  and  satisfactory  appliance. 


No.  h Wash-Foot  Basin  Kang*  is  made  for  any  number  of  persons.  Each  basin  is  complete  in  itself,  being  provided  with  a Cock,  Discharge  V’alve, 1 
Overflow,  Ac,  The  discharge  valve  of  Basin  is  opened  or  shut  by  the  lever  A,  the  waste  water  pnsaing  by  discharge  pipe  B to  the  sewer. 


N®  8 

WASH  FOOT  BASIN  RANGE 

FOR  a PERSONS 
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SANITARY  APPLIANCES 

WASH  HAND  BASIN  RANGES  &c 


Our  No.  9 Wash-Homi  Basin  Ranmm  Imre  been  made  specially  for  Hospitals,  Schools,  and  other  Public  Institutions,  and  the  favour  with  which  they  hove 
h«n  receive*!  testify  to  the  fact  of  their  adaptability  and  usefulness.  The  Basins  are  made  with  a ledge  3A  Inches  deep  all  round,  to  prevent  the  water  running  to 
the  floor.  They  are  supported  on  elegant  Cast-iron  Standards,  nud  strongly  bound  together  with  Stays,  through  which  the  Brass  Discharge  Apparatus  passes  , 
ami  the  whole,' when  tilted  together,  forms  a strong,  compact,  and  satisfactory  appliance  They  can  be  had  painted,  and  with  iuside  of  Basins  enamelled  with 
Metallic  Enamel,  or  Porceluin  if  preferred. 


N ° 10  FOR  4 PERSONS  , 

3 10  - - 3 10 

~ - ' ' 


No.  10  Wash-Hand  Basin  liange  is  similar  to  our  No.  l>  described  above,  but  is  made  to  repeat  for  any  number  of  persons.  It  has  a back-plate  for 
finishing  against  the  wall.  May  be  had  painted,  and  with  inside  of  Basins  enamelled  with  Metallic  Euamel,  or  Porcelain  if  preferred. 


N°  I I FOR  8 PERSONS 

7 8' 


’*  ‘ r ^°^>  e Wash-Hand  Basin  Range  is  in  its  main  features  similat  to  No.  10  shown  above,  but  for  many  purioses  it  lias  considerable  advantages,  as 

i i«  sm  cn  ioni  its  construction  to  stand  isolated  on  the  floor.  It  can  be  had  for  any  number  of  |*ersons;  and  when  6ttea  together  and  screwed  to  floor,  it  forms 
a very  rong,  compact,  and  satisfactory  appliance.  They  can  be  had  painted, and  with  inside  of  Basins  enamelled  with  Metallic  Euamel,  or  Porcelain  if  preferred. 


684 


SANITARY  APPLIANCES. 

WASH  HAND  BASIN  RANGES  &c 


N«  9*  FOR  I PERSON 
► I I I J4*- 


Our  No.  9A  Wash-Hand  Basin  Ranges  have  been  made  specially  for  Hospital,  Schools,  and  other  Public  Institutions,  and  the  favour  uith  which  they  have 
lieen  received  testify  to  the  fact  of  their  adaptability  and  usefulness.  The  Basins  are  made  with  a ledge  Z inches  deep  all  round,  to  prevent  the  water  ninning  to 
the  floor.  They  are  supported  on  elegant  Cast-iron  Standards,  nud  strongly  bound  together  with  Stays,  through  which  the  Brass  Discharge  Apparatus  passes; 
and  the  whole,  when  fitted  together,  forms  a Btrong,  compact,  and  satisfactory  appliance.  They  cau  lx-  had  painted,  and  with  iuside  of  Basins  enamelled  with 
Metallic  Enamel,  or  Porcelain  if  preferred. 


N?  I0A  FOR  * PERSONS 


No.  10 
finishing  hgaiust 


i*A  Wash-Hand  Basin  fiance  is  similar  to  our  No.  described  above,  but  is  made  to  rej^at  for  any  uurober  of  persons.  It 
I'uiust  the  wall.  May  bo  had  painted,  and  with  inside  of  Basins  enamelled  with  Metallic  Enamel  or  Porcelain  if  preferred 


has  a back-plate  for 


N®  I lA  FOR  8 PERSONS . 


No.  1 1 A Double  Wash-Hand  Basin  Barge  is  in  its  maiu  features  similar  to  No.  10  shown  above,  but  for  many  purposes  it  has  considerable  advantage*,  as 
it  is  suited  from  its  construction  Co  stand  isolated  on  the  floor.  It  can  be  had  for  any  uuniber  of  |»en4on8;  and  when  fitted  together  aud  screwed  to  floor,  it  form* 
a very  strong,  oompnct,  and  satisfactory  appliance.  They  can  l*e  had  painted, and  with  iuside  of  Basins  enamelled  with  Metallic  Enamel,  or  Porcelain  if  preferred. 
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SANITARY  APPLIANCES. 

WASH  HAND  BASIN  RANGES  S,c 


Our  No.  12  Wash-Hand  Basin  lianpes  have  been  made  specially  for  Hospitals  Schools  and  nth«r  rn.iin.n-  . . , 

been  received  testify  to  the  fact  of  their  adaptability  and  usefulness. ' The  Brnmis  are  made  with  i |ed»e  -U  iiS,  V* andtll,!  f,lV0l,r  wjtl»  "'»"ch  they  have 
the  floor.  They  are  supported  on  strong  Cast-iron  Standards,  and  atm.JlT ZinTtZLr J'i/k  ‘.I  C to  prevent  the  wator  running  to 

and  the  whole,  when  fitted  together,  forms  a strong,  compact,  and  satisfactory  appliance  They  can  be  ’ha^naiuted'M  d**  ?i 1^  Apparatus  passes ; 

tel  or  Porcelain  if  preferred.  1 * PP  l,u>  c,l“  **  ,,a41  pwuted,  and  with  inside  of  Basins  enamelled  with 


Metallic  Enamel 


back-plate  for 


J'/fl,  We — — - y'aj  Or 

m ffrsv= 

I 

TJ^rJ — *= 
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SANITARY  APPLIANCES. 

WASH  HAND  BASIN  RANGES  &c 


N°  1 2 A FOR 


I PERSON 

1 114*- -a 


Our  No.  12A  Wash-Hand  Basin  Ranges  have  l>eeu  made  specially  for  Hospitals,  Schools,  and  other  Public  Institutions,  and  the  favour  with  which  they  have 
l>een  received  testify  to  the  fact  of  their  adaptability  and  usefulness.  The  Basins  are  made  with  a ledge  2 inches  deep  all  round,  to  prevent  the  water  running  to 
the  floor.  They  are  supported  on  strong,  Cast-iron  Standards,  and  strongly  bound  together  with  Stays,  through  which  the  Brass  Discharge  Apparatus  passes; 
and  the  whole,  when  titled  together,  forms  a strong,  compact,  aud  satisfactory  appliance  They  can  be  had  painted,  and  with  iuside  of  Basins  enamelled  with 
Metallic  Enamel,  or  Porcelain  if  preferred. 


No.  I3A  Wash-Hand  Basin  Range  is  similar  to  our  No.  9 described  above,  but  is  made  to  repeat  for  any  uurolter  of  persons.  It  has  a back-plate  for 
finishing  against  the  wall.  May  In*  had  painted,  and  with  inside  of  Basins  enamelled  with  Metallic  Enamel,  or  Porcelain  if  preferred. 


N°  I4A  FOR  8 PERSONS . 


- 7 


No.  14  A Double  Wash-Hand  Basin  Range  is  m its  main  features  similar  to  No.  Id  shown  above,  but  for  many  purposes  it  has  considerable  advantage*!* 
it  ih  suited  from  its  construction  to  stand  isolated  on  the  floor.  It  can  be  had  for  any  number  of  person*;  aud  wheii’titted  together  aud  screwed  to  floor,  it  forms 
a very  strong,  oon»|wct.  and  satisfactory  appliance.  They  can  U*  hud  painted, and  with  inside  of  Basins  euamelled  with  Metallic  Enamel,  or  Porcelain  if  preferred. 


SANITARY  APPLIANCES. 


TIP  UP  WASH  HAND  BASIN  RANGES  &e 


N°  17  FOR  4-  PERSONS 


N°  18  FOR  6 PERSONS 


5 O'  - 


N 0 20 


Nc  3 A 

WASH  HAND  BASIN  FLAT  RIM 


HIP  BATH 


TIP  UP  BASIN 

WITH  WATERTLOW  AT  JOURNALS 
II  fc  13  INS 


I 


i 

I 
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BASIN  STANDS 


N°  I CABINET  BASIN  STAND 


2 5J4'  - - H 


N. 

|g 

1 v 

f 

% 

if 

N°  2 CABINET  BASIN  STAND 


~ 2 5ft' 
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DEINKINO  FOUNTAINS. 


N • 2 WALL  FOUNTAIN 


691 


I 

DRINKING  FOUNTAIN 

N°  12 


HORSE  TE0TJGH8. 


Our  No.  6 Horse-Troughs  are  furnished  with  self-acting  valves,  iusuriug  a constant  supply  of  fresh  water.  It  is  supported  on  an  iroD  base  having  a Dog 
trough  at  end,  supplied  by  overflow  from  Cattle-trough,  the  wliule  beiug  complete  and  ready  for  attaching  to  the  main. 

It  i'^n  be  supplied  with  or  without  Iron  Base. 


SANITARY  APPLIANCES. 

URINALS.  WATER  CLOSET'S.  ORDURE  CLOSETS,  EARTH  CLOSETS.  ETC. 

U R I N A LS 
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SANITARY  APPLIANCES. 


U R I 


N A LS 


N°  I urinal  fitted  WITH  K TROUGH  URINAL 


I 

I 

i 


SANITARY  APPLIANCES 

URINALS 


Nos.  1 and  7 Uriual  Ranges  are  particularly  adapted  for  Schools,  &c. 

The  Upright  Back  is  of  cast-iron,  with  projecting  divisions  resting  upon  a sole  plate,  attached  to  which 
syphon  trap,  connecting  with  the  drain. 


Note. — The  projecting  divisions  may  be  had  separate  (to  order),  with  snugs  or  batts  for  fixing  to  wall. 
Urinals,  Water  Closets,  and  Ordure  Closets  may  be  modified  to  suit  particular  situations.  Examples  may  be 
by  reference  to  page  725,  where  we  show  the  Urinals  combined  with  the  Ordure  or  Water  Closets. 


is  a 


The 

seen 
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SANITARY  APPLIANCES 

U R I N A LS. 


PLAN 


N°  5 

FOR  I PERSON  BACK  ElEVATIO 


699 


INTERIOR  ELEVATION 


SANITARY  APPLIANCES. 

URINALS  N°  5 

RANCE  FOR  4 PERSONS  BACK  ELEVATION 


INTERIOR  E LEVATION 


No.  5 Urinal  consists  of  an  ornamental  screen,  with  arrangement  for  ventilation  at  top,  the  whole  resting  on  a 
sole  plate,  attached  to  which  is  a syphon  trap  connecting  with  the  drain. 
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SANITARY  APPLIANCES. 


!• 


No.  G Urinal  is  the  same  coi 
struction  as  No.  4,  but  is  entire! 
inclosed  with  ornamental  scree] 
It  can  be  had  with  one  or  tw 
entrances  as  desired.  Our  prici1 
in  list  are  for  two  entrances  fc: 
four  persons  or  above,  and  or 
for  three  persons  or  under. 


2 l) 
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CIRCULAR  URINALS 


E LE  VATION 


ELEVATION 
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SANITARY  APPLIAN CE8 


ELEVATION. 


URINAL  N°  9 


PLAN  A 


PLAN  B 


AN  IT  A E Y APPLIANCES. 


WATER  CLOSETS,  SINGLY  OR  IN  RANGES. 


Our  Water  Closets  consist  of  an  oblong  trough  (see  No.  1),  in  three  compartments,  the  bottom  being  curved, 
with  a fall  to  the  discharge  end.  The  discharge  apparatus  is  separated  from  the  rest  of  the  trough,  space  being 
left  between  the  plate  and  the  bottom  of  the  trough,  to  allow  the  soil  to  pass  to  the  discharge  pipe.  The  Socket 
valve,  overflow  waste  pipe,  and  effluvia  trap,  are  connected  to  the  lever,  by  lifting  which  the  valve  of  the  closet  is 
opened,  and  the  whole  contents  are  discharged  to  the  drain.  By  allowing  the  valve  to  drop  into  its  seat,  the  trough 
1 at  once  refills  with  water  to  the  proper  height.  The  whole  is  inclosed  by  a hinged  cover  with  lock,  the  gearing 
being  thus  only  accessible  to  the  person  whose  duty  it  is  to  discharge  the  contents. 

The  water  supply  is  at  the  opposite  end  of  the  trough,  and  partitioned  off  by  a plate.  The  float-ball  and  cock 
is  attached  to  the  trough,  all  being  inclosed  by  a cover,  which  is  fastened  down  with  screws. 

No.  1 Water  Closet  is  the  same  in  its  working  parts  and  trough  as  the  more  expensive  arrangements,  the  difference 
I in  price  arises  solely  from  the  absence  of  seats,  divisions,  back  plates,  ornamental  screens,  &c. 


N°  i 

FOR  I PERSON 


N°  I 

RANGE  FOR  5 PERSONS 


! 


No.  2 Water  Closet  Range  is  similar  to  No.  1,  but  with  the  addition  of  hinged  seats. 

No.  3 Water  Closet  Range  is  similar  to  No.  2,  but  with  the  addition  of  iron  partition  plates  and  back  plates  ; the 

latter  are  intended  to  prevent  any  one  standing  on  the  seats. 

No.  4 Water  Closet  Range  is  similar  in  its  arrangement  to  No.  3,  but  inclosed  with  ornamental  cast-iron  screen, 
the  upper  fret  panels  being  arranged  for  ventilation.  In  an  open  situation  a screen  may  be  placed  opposite 
the  entrance. 

No.  5 Water  Closet  Range  is  similar  in  its  arrangement  to  No.  3,  but  is  entirely  inclosed  with  ornamental  cast- 
iron  screen. 

No.  6 Water  Closet  Range  has  division  plates  and  a separate  door  for  each  compartment,  securing  greater  privacy 

and  comfort  than  is  attained  with  any  of  the  previous  arrangements.  It  is  prepared  for  fixing  against  a wall. 

No.  7 Water  Closet  Range  is  similar  to  No.  6,  only  that  it  is  entirely  inclosed  with  an  ornamental  cast-iron  screen, 
an  arrangement  suitable  for  any  situation,  but  particularly  adapted  for  one  isolated  from  any  building. 

No.  8 Water  Closet  Range  is  similar  to  No.  7,  but  with  more  space  in  front  of  the  seats,  and  has  an  open  fret 
plate  on  top  to  secure  proper  ventilation. 

No.  9 Water  Closet  Range  has  been  specially  arranged  for  Schools,  Workshops,  &c.  It  is  similar  to  No.  3,  with 
the  addition  of  an  ornamental  screen  inclosing  same,  which  is  high  enough  to  secure  privacy,  and  yet 
sufficiently  open  to  prevent  loitering  and  abuse  of  the  Closet.  It  can  be  had  like  our  other  Closets  for  any 
number  of  persons. 
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SANITARY  APPLIANCES 

WATER  CLOSETS 

SINGLE.  AND  IN  RANGES 


NO  2 

RANGE  FOR  5 PERSONS 


No.  2 Water  Closet  Range  is  similar  to  No.  1,  but  with  the  addition  of  hinged  seats. 


N°  3 


RANGE  FOR  5 PERSONS  INTERIOR  ELEVATION 


No.  3 Water  Closet  Range  is  similar  to  No.  2,  but  with  the  addition  of  iron  partition  plates  and  back  plates  ; 
latter  are  intended  to  prevent  any  one  standing  on  the  seats. 


the 


SANITARY  APPLIANCES 


WATER  CLOSETS 


Nl  4 

RANGE  FOP  5 PERSONS  BACK  ELEVATION 


K 10  7 


No.  4 Water  Closet  Range  is  similar  in  its  arrangement  to  No.  3,  but 
inclosed  with  ornamental  cast-iron  screen,  the  upper  fret  panels 
being  arranged  for  ventilation.  In  an  open  situation  a screen  may 
be  placed  opposite  the  entrance. 


CROSS  SECTION  ON  LINE  AT  AA 
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SANITARY  APPLIANCES 

WATER  CLOSETS 


Nc  5 

RANGE  FOR  S PERSONS  BACK  ELEVATION 


I 


RANGE  FRONT  ELEVATION 


i 
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SANITARY  APPLIANCES. 

WATER  CLOSETS 


N°  5 

RANGE  FOR  5 PERSONS 


PLAN 
-12  8' 


5 Water  Closet  Range  is  similar  in  its  arrangement  to  No.  3,  but  is  entirely  inclosed  with  ornamental  cast- 
iron  screen. 


SANITARY  APPLIANCES. 


WATER  CLOSETS 

Nc  6 

RANGE  FOR  5 PERSONS  FRONT  ELEVATION 


10  7 


No.  6 Water  Closet  Range  has  division  plates  and  a separate  door  for 
each  compartment,  securing  greater  privacy  and  comfort  than  is 
attained  with  any  of  the  previous  arrangements.  It  is  prepared 
for  fixing  against  a walL 


CROSS  SECTION  ON  UNE  AT  * 


SANITARY  APPLIANCES 
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WATER  CLOSETS 


N°  7 

RANGE  FOR  5 PERSONS  BACK  ELEVATION 


Vater  Closet  Range  is  similar  to  No.  6,  only  that  it  is  entirely  inclosed  with  an  ornamental  cast-iron  screen, 
arrangement  suitable  for  any  situation,  but  particularly  adapted  for  one  isolated  from  any  building. 


I 


SANITARY  APPLIANCES. 


710 


WATER  CLOSETS 


10 


No.  8 Water  Closet  Ranj|  is 
similar  to  No.  7,  but  with  »re 
space  in  front  of  the  seats,  andia* 
an  open  fret  plate  on  top  to  seire 
proper  ventilation. 


SANITARY  APPLIANCES 
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N°  9 

RANGE  FOR  5 PERSONS  FRONT  ELEVATION 


' 


lo.  9 Water  Closet  Range  has  been  specially  arranged  for  Schools, 
kshops,  &c.  It  is  similar  to  No.  3,  with  the  addition  of  an  Orna- 
tal  Screen  inclosing  same,  which  is  high  enough  to  secure  privacy, 
yet  sufficiently  open  to  prevent  loitering  and  abuse  of  the  Closet, 
t can  be  had  like  our  other  Closets,  for  any  number  of  persons. 
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SANITARY  APPLIANCES. 

ORDURE  CLOSETS,  SINGLY  OR  IN  RANGES. 


Out  Ordure  Closets  are  almost  similar  to  the  Water  Closets  already  described,  but  are  without  the 
supply  and  discharge  compartments.  The  trough  has  a fall  to  cne  end,  on  which  is  fitted  an  inclined  pipe,  tb 
which  the  soil  passes  each  time  the  Closet  is  discharged.  On  the  end  of  this  pipe  is  the  discharge  valve, 
hinged  and  provided  with  a lock,  the  gearing  being  thus  entirely  under  the  care  of  the  party  whose  duty  ii 
discharge  it.  The  floor  of  the  Ordure  Closet  may  be  1'  6"  from  the  ground  level,  as  shown  in  our  drawings 
when  requiring  to  be  emptied  place  the  Bucket  under  the  discharge  pipe,  open  the  valve,  and  the  contents  w 
in  and  be  removed  to  the  ordure  cart. 

In  positions  where  the  cart  can  with  ease  approach  the  Closet,  we  would  recommend  keeping 
sufficiently  high  (say  4'  6"),  so  that  the  valve,  when  opened,  may  discharge  direct  to  the  cart,  thus  avoiding  t 
of  the  buckets  referred  to  above.  For  example  see  sketch  below  : — 


it 

wifl 
it  i ■ 

si 

ft 


No. 


12  Ordure  Closet  shows  an  arrangement  for  one  and  for  five  persons,  and  is  similar  in  its  working  parts 
more  expensive  kinds  described  below. 


tcjlig 


I 


N°  12 

FOR  I PERSON 


N°  12 

RANGE  FOR  5 PERSONS 


No.  13  Ordure  Closet  Range  is  the  same  as  No.  12,  but  with  the  addition  of  seats. 

No.  14  Ordure  Closet  Range  is  the  same  as  No.  13,  but  with  the  addition  of  division  plates  and  back  guards,  v cb 
prevents  any  person  standing  on  the  seats.  It  is  shown  fitted  up  in  a building  ; provision  ought  to  be  i tie 
for  ventilation  either  as  indicated  on  our  drawing  above,  or  as  is  most  suitable  for  its  position  and  the  mated* 
employed. 


No.  15  Ordure  Closet  Range  is  similar  in  its  arrangements  to  No.  14,  but  it  is  inclosed  with  an  ornamental  sci|in, 
the  upper  fret  panels  being  arranged  for  ventilation.  In  an  open  situation  a screen  may  be  placed  opp  te 
the  entrance. 


No.  16  Ordure  Closet  Range  is  similar  in  its  arrangements  to  No.  15,  but  it  is  entirely  inclosed  with  omamtal 
cast-iron  screen,  and  with  fret  panels  at  the  top  to  secure  ventilation.  This  is  an  arrangement  suitable  or 
any  situation,  but  particularly  adapted  for  one  isolated  from  any  building. 

No.  17  Ordure  Closet  RaDge  has  division  plates  and  a separate  door  for  each  compartment,  securing  greater  pri  ey 
and  comfort  than  is  attained  with  any  of  our  previous  arrangements.  It  is  prepared  for  fixing  against  a dlu 

No.  18  Ordure  Closet  Range  is  similar  to  No.  17,  only  that  it  is  entirely  inclosed  with  an  ornamental  cast  i n 
screen,  without  ventilation  panels  at  top.  It  is  an  arrangement  suited  for  any  situation,  but  particufly 
adapted  for  one  isolated  from  any  building. 

No.  19  Ordure  Closet  Range  is  similar  to  No.  18,  but  with  more  space  in  front  of  the  seats,  and  has  an  open  ■st 
plate  on  top  to  secure  proper  ventilation. 
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SANITARY  APPLIANCES. 

ORDURE  CLOSETS 


SINGLE  AND  IN  RANGES 

N-  13 

RANGE  PGR  5 PERSONS 


No.  13  Ordure  Closet  Range  is  the  same  as  No.  12,  but  with  the  addition  of  seats. 


N°  14 

RANGE  FOR  5 PERSONS  INTERIOR  ELEVATION 


PLAN 


No.  14  Ordure  Closet  Range  is  the  same  as  No.  13,  but  with  the  addition  of  division  plates  and  back  guards,  which 
prevents  any  person  standing  on  the  seats.  It  is  shown  fitted  up  in  a building  ; provision  ought  to  be  made 
for  ventilation  either  as  indicated  on  our  drawing  above,  or  as  is  most  suitable  for  its  position  and  the  materials 
employed. 
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SANITARY  APPLIANCES. 


ORDUBE  CLOSETS 


N°  15 

RANGE  FOR  5 PERSONS  FRONT  ELEVATION 


No.  15  Ordure  Closet  Range  is  similar  in  its  arrangements  to  No.  14,  but  it 
is  inclosed  with  an  ornamental  screen,  the  upper  fret  panels  being 
arranged  for  ventilation.  In  an  open  situation  a screen  may  be  placed 
opposite  the  entrance. 
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SANITARY  APPLIANCES. 


ORDURE  CLOSETS 


N°  I 6 

RANGE  POR  5 PERSONS  BACK  ELEVATION 
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SANITARY  APPLIANCES. 

ORDURE  CLOSETS 


N°  16 

CROSS  SECTION  ON  LINE  AT  AA 


PLAN 
^ - 12  9 


No.  16  Ordure  Closet  Range  is  similar  in  its  arrangements  to  No.  15,  but  it  is  entirely  inclosed  with  ornamental  , 
cast-iron  screen,  and  with  fret  panels  at  the  top  to  secure  ventilation.  This  is  an  arrangement  suitable  for  i 
any  situation,  but  particularly  adapted  for  one  isolated  from  any  building. 


SANITARY  APPLIANCES 


ORDURE  CLOSETS 
N°  17 

RANGE  FOR  5 PERSONS  FRONT  ELEVATION 


CROSS  SECTION  ON  LINE 


PLAN 
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No.  17  Ordure  Closet  Range  has  division  plates  and  a separate  door  for 
each  compartment,  securing  greater  privacy  and  comfort  than  is  attained 
with  any  of  our  previous  arrangements.  It  is  prepared  for  fixing  against  a 
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8ANITA1 Y APPLIANCES. 

ORDURE  CLOSETS 


N’  i 8 


i 


No.  18  Ordure  Closet  Range  is  simi';  to 
No.  17,  only  that  it  is  entirely  en<se< 
with  an  ornamental  cast-iron  screen, 
out  ventilation  panels  at  top. 

It  is  an  arrangement  suited  foiio 
situation,  but  particularly  adapted  fo.oM 
isolated  from  any  building. 
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SANITARY  APPLIANCES. 


ORDURE  CLOSETS 


no  19 

RANGE'FOR  S PERSONS  BACK  ELEVATION 


FRONT  ELEVATION  A 
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No.  19  Ordure  Closet  Range  is  similar  to  No.  18,  but  with  more  space  in  front  of  the  seats,  and  has  an  open  fret  i 
plate  on  top  to  secure  proper  ventilation. 
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No.  20  Dry  Pan  Closet  Range  can  be 
supplied  to  any  of  our  Closets  already  illus- 
trated. This  arrangement  is  particularly 
adapted  for  Towns,  Ac. , where  a regular  water 
supply  cannot  be  had,  and  where  the  absence 
of  sewers  would  render  our  Water  Closet 
system  unsuitable. 

The  soil  is  received  into  a galvanized  pan, 
which  is  placed  under  the  seat  and  protected 
by  a hinged  door,  and  is  thus  entirely  under 
the  control  of  the  person  appointed  to  remove 
same. 


PLAN 
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SANITARY  APPLIANCES. 

CLOSET  RANGES 


Our  No.  21  Closet  Range  is  similar  to 
our  No.  8,  but  having  our  Patent  Dry 
Closet  Apparatus  fitted  in — instead 
of  our  Water  Closet  Trough — (see  page 
724  for  description  of  the  working  of 
Closets).  We  can  supply  it  for  any  number 
of  persons  liko  our  other  Closets,  and  with 
any  arrangement  of  Screen  desired.  It  will 
be  found  invaluable  in  districts  where  the 
drainage  may  be  incomplete  or  imperfect, 
and  the  manure  thus  obtained  will  soon 
repay  the  whole  cost  of  the  apparatus. 


No.  22  Oloset  Range  is  partly  similar  to  No.  5 made  double,  the  Troughs  being  set  back  to  back,  with 
Screen  Plates  enclosing  on  each  side,  and  having  raised  Roof  (supported  on  Wrought-iron  T Rafters),  the  lower 
part  of  which  is  formed  of  Cast-iron  Astrigals  prepared  for  glass,  and  the  upper  part  plain  Cast-iron  plates,  or 
Astrigals  (if  preferred)  with  Venitian  Ventilators  between. 

On  Drawing  we  show  a separate  compartment,  having  two  special  Earthenware,  Self-acting,  Wash-out  Closets, 
with  Cisterns  and  Fittings  complete.  By  such  combined  arrangements  these  Offices  are  found  very  suitable  for 
Military  and  Manufacturing  Establishments.  The  one  enclosure  accommodates  the  Officers  or  those  in  charge,  and 
the  other  the  men.  They  can  be  supplied  in  Ranges  fitted  exclusively  of  the  one  kind  or  of  the  other,  and  for  any 
number  of  persons. 
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IMPROVED  SANITARY  APPLIANCES. 


DRY  CLOSET. 
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This  Dry  Closet  will  be  found  superior  in  its  construction  to  most  others  now  in  use- suitable  for  Schools, 
Hospitals,  &c.  For  such  purposes  it  is  expected  it  will  supersede  the  Water  Closet  System.  For  Country  Houses, 
Detached  Villas,  and  other  districts,  where  the  drainage  may  be  incomplete  or  imperfect,  it  will  be  found  invaluable; 
and  the  manure  thus  obtained  will  soon  repay  the  whole  cost  of  the  apparatus. 

This  Closet  will  also  recommend  itself  wherever  used,  owing  to  the  simplicity  of  its  working  arrangements,  their 
freedom  from  getting  out  of  order,  the  economy  of  the  deodorizing  material  required,  and  the  perfection  with  which 
it  is  mixed  with  the  contents  of  the  receptacle,  the  manure  thus  collected  being  most  valuable. 

The  Closet  is  made  self-acting.  The  coutaining-box  at  the  back  should  be  kept  supplied  with  powdered 
charcoal,  dry  sifted  earth,  mixed  with  sawdust,  ashes,  &c.,  at  each  use  a sufficient  quantity  of  the  deodorant  being 
discharged  to  cover  the  excreta  in  the  receptacle;  no  further  attention  being  required  than  to  empty  the  pan  when 
necessary,  and  to  keep  a supply  in  the  container  Sulphate  of  iron,  &e.,  may  be  added  as  a disinfectant  during 
the  extreme  heats  of  summer  and  autumn. 


WATER  & ORDURE  CLOSETS 


ASH  BINS  &c 


WATER  TANK 
ANY  SIZE  TO  ORDER 


N®  I ASH  BIN  AS  MADE  FOR  H M WAP  DEPARTMENT 
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No.  I IS  SHOWN  WITH  WOOD  SEAT  THROWN  BACK,  AND  GRATING  TO  PREVENT 
OBSTRUCTION  WHEN  USED  AS  A SLOP  BASIN. 
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No.  I IS  SHOWN  WITH  WOOD  SEAT  THROWN  BACK,  AND  GRATING  TO  PREVENT 
OBSTRUCTION  WHEN  USED  AS  A SLOP  BASIN. 


SANITARY  APPLIANCES. 
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SANITARY  APPLIANCES 
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IMPROVED  INDEPENDENT  SINK 
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SANITARY  APPLIANCES 


N°  9 


SANITARY  APPLIANCES  N°  ! 1 


HAVING  2/2  SYPHON  TRAP  WITH  BRASS  CLEANSING  SCREW,  AND  SOAP  BOX. 
STANDARDS  AND  BACKS  ARE  INTERCHANGEABLE. 
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SANITARY  APPLIANCES. 


726  I 


No  l 

CESSPOOL. 


NO  2 
CESSPOOL 


3,  4,  5,  6 
18  & 21 
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SPECIMEN  PLATES. 


THE  FOLLOWING  ARE  SELECTED  FROM  OUR 

GENERAL  CATALOGUE 


WHICH  IS  TOO  LARGE  TO  BE  BOUND  IN  ONE  VOLUME. 

IT  IS  NOW  ISSUED  IN  SECTIONS 
ILLUSTRATING  THE  VARIOUS  CLASSES  OF  CASTINGS 
MANUFACTURED  BY  US. 


DRAWINGS  AND  PRICES  ON  APPLICATION. 


SPECIMEN  PLATE. 
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SPECIMEN  PLATE. 


This  Design  was  selected  from  amongst 
FOUR  OR  FIVE  OTHERS  in  Competition. 

It  rests  on  a substantial  stone  base.  The  canopy. 
I —unlike  other  buildings  of  the  same  kind  which  are 
I sheet  zinc,  — is  wholly  of  cast-iron.  There  is  no 
I liability  of  it  being  damaged,  and  makes  the  whole 
I structure  more  rigid.  A ceiling  of  pitch  pine  is  fixed 
I immediately  above  the  line  of  columns  which  acts  as  a 
I sound  board;  those  already  fixed  have  been  pronounced 
I to  have  admirable  acoustic  properties,  this  being  a most 
I essential  feature  in  its  construction. 

1 he  Stand  will  accommodate  a full  band  comfort- 
I ably;  and  when  decorated  has  a very  handsome  and 
I elegant  appearance. 


20  4" 


BAND  STAND. 

N°  1 


WORK^ 


(N 

to 
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DESIGNED,  CAST,  FITTED,  AND  ERECTED  BY  US. 

ON  THE  QUARRIES,  SHREWSBURY  AND  AT  WOLVERHAMPTON. 


SPECIMEN  PLATE. 

PORCH. 

EXAMPLE  SHEWING  THE  APPLICATION  OE  CAST  IRON  IN  CONSTRUCTION. 


No.  19  COLUMN. 
No.  BO  SPANDRIL. 
No.  61  SPANDRIL 


No.  62  SPANDRIL 
No.  297  TANEL 
No.  I MOULDING. 


No.  736  CRESTING. 

No.  12  GUTTER  BRACKET. 
No.  426  RAILING  STANDARD. 


SPECIMEN  PLATE. 


ILLUSTRATION  0 1 STAIR 
Shining  N ° 6 Tpui  Riser  s B r a c h e t a h e n r . t r e d 
iV.Im  n <»67  Bai.ustlr 


Spiral  Stairs,  very  Massive  New  Ornamental  Pattern; 
goes  together  with  Wrought  Bolts  and  Nuts,  thus 
saving  time  in  Fitting.  This  makes  a most  substantial 
Staircase.  Right  or  Left  Hand. 

Straight  Pattern  of  same  design  also  kept  in  Stock. 
See  Sizes  in  Price  List. 


SPECIMEN  PLATE. 

LAMP  POSTS  WITH  LANTEBHS. 

N°  62 


ERECTFD  IN  LEITH  WALK  EDINBURGH  AND  ELSEWHERI 


SPECIMEN  PLATE. 

LAMP  POSTS  WITH  LANTERNS 


STANDARD  0 0'  HIGH. 


N°  1062 


CAST 


l'  LlNGTMS 


SPECIMEN  PLATE. 


TERMINALS  & i 


SPECIMEN  PLATF 


TERMINALS. 


N"  176 


SPECIMEN  PLATE 


N°  55 


SPECIMEN  PLATj,. 

TOOT  SCRAPERS 

5 7 


N°  56 


N°  58 


N°  59  N°  60 


N°  61 


N°  62 


N°  60  6!  i 62  Can  be 


WITH  OR  WITHOUT  BRUSHES  ATS 


SPECIMEN  PLATE 

IMPROVED  CATTLE  FITTINGS 


Division  N?  4 R 


N°  2 Trough  N°  5.  Binding  Ch. 


SPECIMEN  PLATE 

IMPROVED  HOT  WATER  APPLIANCES 

N°  Hot  Water  pipes  2 2>j  j n «iws  oia  made  all  the  usual  lengths 

N°  2 COIL  PIPE 

1 a m - - i 

N°  3 TROUGH  PIPE 


DOUBLE  SPICOT  elbows 


COMMON  ELBOWS 


DOUBLE  SOCKET  ELBOWS 


N°  1 2 N°  1 3 


N°I3a  N<  i3B 


N°9  N°  IQ  N° I0A  N3|Q0 


N°  7 N?  7A 


SWA N NECKS 


SWANNECKS 


DIMINISHING  SWANNECKS 
DOUBLE  SOCKET 


CIRCLE  ELBOWS 


OF  A CIRCLE 


ELBOWS  *•!"  OF 


N°24 


N°  22 


N°25 


N°23 


N°  16 


N ^ 1 9 N°20  N° 2 I 


s PIPES 


N°26 


N°28 


N°  2 7 


N°  29 
oip  pipe 


N*30 

DIP  PIPE 


SPECIMEN  PLATE. 

IMPROvtU  HOI  WATER  Pi  rc.o  AND  CONNEXIONS 
WITH  INDIA  RUBBER  JOINTS 

When  onleriug  Syphons  for  (’oils,  say  how  many  each  right  ami  left,  «o  that  the  bolt-holen  may  come  right. 

N°  223 

rn-Miiii' ■arr'iiny,  ■ i.w.  «n , 

Sizes  2'v6  O'LONG  3’fc  Vx9  o'  long 
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N°  22  6 

3 W A Y SOCKET  SYPHON 


N°  227 

3 WAY  SPIGOT  SYPHON 


N°  228 

2 WAY  SOCKET  S ' P h O N 
SOCKET  OUTLET 


N°  229 

2 WAY  SPIGOT  SYPHON 
SPIGOT  OUTLET 


N°  230 

2 WAY  SPIGOT  SYPHON 
SOCKET  OUTLET 


N°  231 

2 WAY  SOCKET  SYPHON 
SPICOT  OUTLET 


N°  232 

WAY  SOCKE  T SYPHON 
DIMINISHING  SOCKET 


No  233 

2 WAY  SPICOT  SYPHON 
DIMINISHING  SPICOT 


SPIGOT  OUTI.ET 


N°  234 

3 WAY  SOCKET  SYPHON 
SPIGOT  OUTLET 


N°  235 

3 WAY  SPIGOT  SYPHON 
SOCKET  OUTLET 


SOCKET  OUTLET 


N°  239 

2 WAY  SPIGOT  ELBOW 
SPIGOT  OUTLET 


N°  236 

WAY  SOCKET  SYPHi 
SOCKET  O UTuET 


N°  240 

3 W A Y SPIGOT  ELBOW 
SPIGOT  OUTLET 


N°  241 

T PIECE 

2 SPIGOTS  & 1 SOCKET 


N°  242 


N°  243 


T PIECE  T PIECE 

3 SOCKETS  3 SPIGOTS 


N°  244 

T PIECE 

2 SOCKETS  & I SPIGOT 


N°  245 

3 w a y socket  elbow 

SOCKET  Oil  I LET 


SPECIMEN  PLATE. 

improved  hot  WATER  APPLIANCES 


SIZES 
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SPECIMEN  PLATE 
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SPECIMEN  PLATE 


GILL  STOVE  N°  8 
with  is  Gills  Outlet  for  e'  Pipe 


Two  of  our  largest  GILL  STOVES  have  stood  the  test  of  years*  work  in  the  WELLS  CATHEDRAL, 
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SPECIMEN  PLATE. 
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26x26,  28x28,  30x30  indies.  Double  Cylinder,  18  xl  6,  20  x 18,  22x20,  24  x22,  26  x 24  inches 


SPECIMEN  PLATE 


DESK  BENCH  TABLE  CHAIR  & SETTEE  STANDARDS  &c 


N°  30  DESK  A BENCH  STANOARO  N°  31  OCSK  A BENCH  STANDARD 


N°  34  DESK  A BENCH  STANDARD 


J-  — r o'  t y, 


N°  35  DESK  A BENCH  STANOARO 


SPECIMEN  PLATE 


Flat  Cover 
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